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Illumination PLUS 
Point-of-Sale Merchandising 


Wins New Friends for y yy F p p ; (PPR 


VL and NHC Series 


LEADER VE-440 You'll find this attractive fixture installed in the most 
ou 1 us attractive e installec 1e mos 
SPECIFICATIONS 
Housing, channel and deep drawn end caps 
of 20 gauge steel, finished in white, high 
gloss baked enamel. Extruded tubular side 
panels and moulded one-piece louver is of 
glowing white plastic that is warp-proof 
colorfast, and destaticized. Louver swings . . : r . . “ . “ae 
down tet ‘easy sereicing, Choice of 31° furniture and display sales material. The LEADER “Officer” is rich 
or 45° shielding. May be used as single ° . . a : r 
ean eee ee sine in construction, too, For example, it is provided with the famous 

units or in continuous runs—suspended 
or ceiling mounted. VL Series uses 2 LEADER . . . : ‘ 

E *R one-piece louver of destaticized plastic ...a louver with a 
3 or 4 40-watt 48” T-12 lamps. Wired ! _ : I , 
units include Ut and ETL approved multitude of small, rigid apertures—made possible by one-piece molding 
sockets, type FS easily replace 
able starters and two high p.f to provide excellent shielding and soft, gracious light-diffusion. 
2-lamp ballasts. Conventional 
110-125 volts, 60 cycle A.C 
Other voltages on request 
NHC Series available for 
use with Slimline tubes and 


7 
for 120, 200, 300 or 425 / 
lengths from 48” 10 96 t YUM op prisas Nol Lighting Cyugoment Manifactur 


LEADER ELECTRIC COMPANY + 3500 NORTH KEDZIE AVENUE + CHICAGO 18, ILLINOIS 
LEADER ELECTRIC —- WESTERN + 800 ONE HUNDREDTH AVENUE + CAKLAND 3, CALIFORNIA 


tastefully decorated offices, stores and office buildings. The 
“Officer” not only adds to any decorative effect, but helps sell 


goods and services through appealing highlighting of floors, 


Sold and installed only by the better 


electrical wholesalers and contractors 





ELECTRICAL WHOLESALERS: The Trouble-Free Performance and 
Greater Protection of ECONOMY "DE-LAY” Renewable Fuses are 
featured every month in ads like these, to men who buy and specify 
fuses. Are you ready with a complete stock? 


Due to exclusive design and construction (Patent 
applied for), accurate alignment of knife blades 
is maintained automatically in the new 
Economy “DE-LAY” Renewable Fuses.* 


Unlike other Fuses, the Economy knife-blade assembly 
seats only at the lower end (A) which enters the cartridge tube /ast. 


The upper end (B) is a threaded plug member which acts like 
a Float—compensating for any dimensional changes and 
preventing any pressure developing on the knife blades—thus 


eliminating the chief cause of knife-blade misalignment. 


That is why Knife Blades in Economy 
“DE-LAY” Fuses are in perfect alignment. 








Specify Economy “DE-LAY” Fuses to eliminate the major cause of 


poor contact, and insure long life to the fuse cartridge. 


Your Electrical Wholesaler has the new Economy 
“DE-LAY” Fuses and Renewal Links in Stock. 


*Give moximum protection in 
the 135 to 200% overload ranges 
where most "blows" occur. 


You are invited to write for the New Economy Catalog oe ew 


ECONOMY FUSE AND MEG. CO., 2717 creenvicw ave, chicnco 14, iLLNois scressguseness.cy 
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THIS NEW SQUARE D ae 
++ 
t+ 
COMBINATION STARTER (SWITCH TYPE) |_| 
+—— 
offers Greater Operator Safety Ld 
° aS 
and Longer Motor Starter Life LL 
see 
° r , ie 
Switch Operating Mechanism provides T 
maximum operator safety Interlock prevents = 
opening door when disconnect is 0F When door 1S 1 
re-closed, sel{-aligning handle indi stes true position of Bl 
, he & 
disconnect Operating handle can De locked on OF off i BS & 
with one, two three Ot four padlocks of varying sizes Liediad 
Handle-locking mechanism slso locks door iT +- 
ict 
Switch Design has quick make and quick tT 
" ; . Tr —— 
break action— no de ad center . visit le blades for BB 
easy che¢ king—™ agnetic arc I late for high rupturing ca- }_+- 
pacity — dead-front line terminals, prote ted by hinged arc eo ie 
chamber cover positive pressure jaws and fuse clips— rT 
non-tracking insulation ae 
Features in Magnetic Starter Design Ht 
Square D's time-proven design has always Pro- 7 
vided easy installation, § imple m ,intenance, and long life IL 
Now, even longer life 1s assured by straight line, guided i 
motion of armature an 1 movable ‘ ntact assembly which FE 
eliminates bearing and re juces weat For added conven 
ience and flexibility, Square D starters now have N rE 
standard mounting and wiring . 
Booths 166, 167 r 
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IN 
MICHIGAN AVE., CHICAGO il, m1 
EDITORIAL AND EXECUTIVE oe 330 WEST 42nd ST. 
NEW YORK 18, N. 


H. McGr 


"th band Sansom Sts.. Philadelphia 2 
6; Bt Louts 8; Boston 16; Atlanta 3. Ga; First 


CHANGE OF ADDRESS 


Director of Circulation, Electrical Wholesaling 
330 West 42nd Street, New York 18, N. Y 


¥ (1869-1948), Founder 
carp Cuevatier, Executive Vice-president 


; Pact Moxtcomeny Senior Vice 
Vice-president and Director 
Vice-president and Director 


subscription 


Vame 


deseler's Salesman.) May, 1950. Vol 


Subseript jou 


for Old Address 


r two Years; $10.00 for three years, Par 
years; $10.60 for three years. Al! 


$30.00 for three years ge od indicate New Address 


A ‘ eporiant 9 
—330 Went 4ind Street. New York New Company Connection 


e St.. Los Angeles 14. Calii ; Aldwych House 
TOR-9 Oliver 


New Title or Position 


WHOLESALING 





Please change the address of my Electrical Wholesaling 


30 
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ER UP 


and be 
prepared ! 


THAT’S THE CHALLENGE to 9 out of 10 industrial plants—and yours 
may be one! It’s the challenge to prepare those plants to make full use of 
electric power by modernizing obsolete, worn out wiring systems, 


by providing adequate wiring capacity now and for the future. 


POWER UP—And Be Prepared! is Anaconda’s new Industrial Wiring 
Modernization Campaign to help industry make full, efficient use of the 
electric power it buys... to eliminate costly power waste caused by 
overloaded circuits, worn out electrical equipment, inefficient 


distribution and failure to provide for added power loads. 


LIKE ANACONDA’'S previous industry-wide campaigns, 

“Industrial Modernization,” ‘‘Preventive Maintenance”’ and ‘‘Wire 
Ahead,”’ this newest Anaconda program is designed to enlist the engineering 
knowledge and skills of Electric Utilities, Contractors and Wholesalers 

in helping American industry to POWER UP—And Be Prepared! 

Anaconda Wire & Cable Company, 25 Broadway, New York 4, New York. 


ANACON pA Wire and Cable 
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YOUR ELECTRICAL DOLLARS WILL GO MUCH FARTHER 
with Plugin @ Busduct . . . because here's an electrical dis- 
tribution system designed to economize on everything but , 
efficiency 

@® POWER PLUGIN, the new midget-size 
Plugin @ Busduct of 50-amp. feeder capac- 
ity, is now available for equipment requiring 


By providing convenient plug-in outlets every foot of the 
way, there's always a ready power source for new or present 


' . 
equipment anywhere along the production line . . . just plug- connections for 4% to 3 HP motors, 240 volts 
in wherever you want... no slowing down production to or less, AC or DC (742 HP maximum, with 
make needed changes . . . no expensive wiring delays. . . dual-element fuses) 


no high cost electrical maintenance . . . in fact, there’s noth- Featuring all the convenience, flexibility and 
ing much to do but plug-in and let ‘er roll. economy of Plugin @ Busduct, this new Un- 
derwriter Laboratories approved duct is 
; made in 5-ft. and 10-ft. sections with plug-in 
f Busduct and you'll agree that here is the electrical dis- outlets every 20 inches . . . additional outlets 


Add up these and many more cost-cutting features of Plugin 


tribution system that makes ends meet in more ways than one and special lengths available on special order. 
For more information about Plugin @ Busduct and 


Power Plugin, write for Bulletins 701 and 703... or 
talk to your Representative (he's listed in Sweet's). 


rank eldam Electric Co. 


ST. LOUIS 13, MISSOURI 


Makers oj BUSDUCT + PANELBOARDS + SWITCHBOARDS + SERVICE 
EQUIPMENT + SAFETY SWITCHES + LOAD CENTERS + QUIKHETER 
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132 advertisements will appear in magazines the 
next twelve months to inform hundreds of thousands 
of buyers about Acme Electric Transformers. 


cA 
a* A ; ; 
This is sales insurance subscribed to and paid for 
y jor | 


Veeck eth as positive evidence that our cooperation extends 
: to helping you sell Acme Electric transformers by 
keeping your customers informed about their 


quality features, values and applications 


a Transformers are a big business — and should be 


eo an important part of your sales. Are they? Write 
TRANSFORMERS . 
= us about transformer sales opportunities in your 


territory. 


ACME ELECTRIC CORPORATION 
675 WATER STREET CUBA, N. Y. 


INO VAC Med ol Yoo ave 


TRANS FOR. M ER S 





Ti 
mi 
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ONLY COMPLETE LINE 
OF SEAMLESS DRAWN 


BATHROOM 
Cabinets 


eA high quality seamless line 
made in a complete range of 4 cabi- 
net sizes in 30 models. Available 
to jobbers and dealers who are fed 
up with mediocre quality and 
small profits. 

¢ PACKARD has come to the 
front producing one of the coun- 
try’s leading lines of bathroom 
cabinets with a real merchandising 


plan ...a modern floor display 


stand on which are mounted any 4 
models in the line. Customers are 
invited to see for themselves be- 
cause the display stand invites 
point-of-sale investigation. 


e A really profitable Bathroom 
Lighting Feature for you to sell. 
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THIS MODERN PORTABLE DIS mu 
AVAILABLE FOR YOU AND ¥ 


Jo Help. Soll rg 


* Here is the ideal way to sell and 
merchandise bathroom cabinets 
.. here is a line that has genu- 

ine customer appeal because of 


styling and quality. 


The stand holds 4 cabinets. . 

1 of each of 4 sizes in the 

PACKARD line... is 72” high 
. . 30°x30" at the base. Stur- 

dily constructed of 18-gauge 

furniture tubing. Steel panels. 

Shipped knocked 

down. Easy to 

assemble. 


PACKARD FORMSTEEL CORPORATIC 
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THE OPEN DOOR TO 
VOLUME SALES WITH 


NUTONE 


Door Chimes 


(NO NOISY BELLS) 


PLUS SALES APPEAL with 
NUTONE 


Kitchen 
ventilators 


(NO KITCHEN SMELLS) 


Low Veltege Luminous 3 
Tramstormers Puthbutrons House Numbers 
a 9 sites, 
tc Q | jes 3) 
eine Kechen — 


Ventlening Fem Chimay Cocts “er riey ys 





NUTONE 


BRINGS YOU 


25,000,000 Housewives— 
and Architects, Builders, 
Contractors are reading 
NuTone’s national adver- 
tising campaign against 
“Noisy Bells and Kitch- 
en Smells.” We are 
convincing them that 
NuTone Door Chimes | 
and NuTone Kitchen j 
Ventilators are a double 
feature needed in every 





home. 


A million new homes 
will be built this year 

. thousands of 
replacements will be 
needed in older 
homes. This huge 
market offers big vol- 
ume NuTone business 





for you your 
dealers and wiring 
contractors. Write for 
details... 


i] 
NUTONE, INC. 


National Headquarters 
EW’-1, Cincinnati 27, Ohio 
Eastern Sales 
200 Fifth Ave., New York 
Midwest Sales 
Merchandise Mart, Chicago 
Western Sales 
919 E. 31st St., Los Angeles 
Southwest Sales ; 
1118 Jackson St., Dallas 
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Saves $2.00 


or more on installation cost 


No ASBESTOS WIRE NEEDED 


Rubber-covered wire runs direct to fixture 


No CARPENTER Work 


Applies to all KIRLIN incandescent models. 
All parts required for installation furnished with 
fixtures—AF pigtails; wire-nuts; junction box; heat 
insulated cover; support bars and staples; tape; 
everything needed to the R.C. building wire. 


JK LIN 


Recessed Fixtures 


are made in all sizes— 
square or rectangular— 
and in fluorescent 


Alzak GlasSurfaced Aluminum Reflectors 
Spread-type or Concentrating Lens 

Hinged Rust-resisting Doors in Diecast Frames 
Individually packed for shipping 

U.L. and IBEW LABELS 


NOTHING HANGING FROM CEILING 


In stock at 


wn The KIRLIN CO. 
everyynere 3435 E. Jefferson Avenue 


Detroit 7, Michigan 








Most of the light is directed 
upward through inside-frosted 
portion of the lamp. 


"tg 


Here it is, actual size— 
General Flectric’s neu 
50-GA lamp! 50-watts 


List price, 4Q¢ plus tox 





Enamel coating on under- 
portion of lamp softens the 
downward light 








A market of 100,000,000 sockets 
for this new kind of lamp! 


! 
New General Electric 50-GA_ ¢ 


lamp is specially designed for 


fixtures like these... 


ERE’S a new General Electric lamp bulb to meet the 

needs of the hundreds of customers in your neigh- 
borhood who have ceiling fixtures like those shown 
here. It's the new 50-GA lamp — specifically designed 
for overhead lighting fixtures where bare lamps in base 
up position are now used. This new lamp bulb adds 
beauty to chandeliers and fixtures, gives a charming, 
indirect-lighting effect, softens the light to flatter home 
furnishings. 


The secret lies in a revolutionary new shape that directs 


most of the light upward, plus an enamel coating on the 
lower part of the lamp which gives the downward light 
added softness and warmth 

Surveys indicate that American homes have more than 
100,000,000 sockets which need 50-GA lamp bulbs. And 
since customers buy six or eight 50-GA lamps at a time to 
fill an entire chandelier, your agents make a high unit sale 
Get your share of this big market by reminding General 
Electric lamp agents to feature 50-GA lamps prominently 
Now available in 50-watt size at 40¢, plus tax. 


GENERAL @@ ELECTRIC 
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a profitable discovery 


+ « « enables you to offer better fittings, with 
a reputation for dependability, at a competi- 
tive price. Conduit Pipe Products are today's 
top fittings value. 


\ The familiar U. L. Label is assurance of strict 
” conformity to Industry specifications. 
25 
A quarter century reputation for dependa- 


bility means uniform quality. 





Price? You are invited to compare the price 
of Conduit Pipe Products. You'll see what we 


mean. 


Sold only through recognized wholesalers. 


Write today for discounts and literature. 


. om ——— 
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General Switch Cat. No. 663-108, Main- 
Range-Water Heater Combination 
Triple Pullout Unit 


100 Amp main lugs feed the 60 Amp pull- 
out switch controlling from 4 to as many as 
12 plug fused lighting circuits. The main 
lugs also feed the Range and Water Heater 
pullout switches available in 430 or 60 
Amp and non-interchangeable to prevent 
overfusing. Flush or Surface. Underwriter 


Laboratories approy ed 


HE new GENERAL Main-Range- 
; i Water Heater Combination 
Triple Pullout Unit, the latest ad- 
dition to the GENERAL SWITCH 
extensive line of enclosed switches 


and panels, means a real saving in 


time and materials, is a neat, compact 





unit, is thoroughly dependable and the price is right 


Separate Meter 


Che development of this all-in-one unit is another step for- 
for Water Heater 


ward in the GENERAL SWITCH planned program of 
product development of “unitized” equipment for simplified ; | a Simply remove jumpers 

; : and feed the water heater 
pullout switch through 
separate meter 


electrical systems at lower cost 


Save time and save money .. . investigate this new unit and 
Switch to GENERAL today! Available everywhere exclusively 


through wholesalers 











Carrier Relay or Time Clock 
Water Heater Disconnect 





} Remove one jumper 
f and connect water 
see f heater switch through 
disconnect element of 
. 

Switch Corp. 
: isk your wholesaler or write 
49 Roebling Street Brooklyn 11, N. Y. { = today for the GENERAI 
SALES OFFICES IN EVERY MAJOR SWITCH 68-page catalog. 


meter 
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| 56 paé — of helpful Facts, Figures and Photos 


---7 7 HAZACORD MOLD CURED 


FLEXIBLE CORDS and PORTABLE CABLES 


att elit-cnth Ueiajosne 2 eee TIME-SAVING ENGINEEI 

-—". S. Engineering tables covering electrical and 
> physical characteristics of a complete range of 
types and sizes of cables, including special 
cables...Formulas for determining amps., 
hp, kw and kva...Tables of Correction 


Factors ...etc. 





MANUAL GIVES 
INFORMATION ON ALL = 
TYPES OF CABLES: a Oe VALUABLE “HOW | 


Type SO and SJO Flexible Cords : “ Step-by-step description, diagrams, photo- 
Shielded Microphone Cord ; : graphs on how to splice portable cords and 
Shot Firing Cord cia 
Hospital Silent Call Cord ‘ ' ae : 
os tions of splicing materials... Illustrated 
Miner's Lamp Cord : ~ 
Super Flexible Welding Cable A . E uses of flexible cords and portable 
Types W and G Portable Cables cables. 
Shovel and Dredge Cables ; 
Train Jumper Cable 


cables ...Recommendations and descrip- 


Railway Utility Cable 
Grounding Cable 
Trolley Bus Cable 

Power Jumper Cable 
Molded Terminals 


You will want to have this new, 56- 
page Hazard manual as a handy 
reference on flexible cords and : ~ 
cables. It’s designed throughout Sa ible cords and portable cables. . . 


to help you in selecting the exact —_ Construction features . . . Operating 
cord or cable for maximum effi- 


The complete line of Hazard flex- 


: data . . . Manufacturing methods .. . 
ciency and long life. 


For your copy, write on Results of tests and actual service. 
your letterhead for Bulletin 
H-420 — Hazard Insulated 
Wire Works, Division of The Okonite 
Company, Wilkes-Barre, Pa. 
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Lummins ALL-ANGLE HEAD 


Electric Drill 


CAPACITY IN STEEL, 42; IN SOFT WOOD, 4 
NO-LOAD SPEED ALL-ANGLE HEAD, 275 R.P.M. 


On every job every day on new work and in plant maintenance electricians 
- need this new Cummins All Angle Head Electric Drill 
// \\\ Convenient for operator to use even when 


drilling through joists set on 12” centers. The 
it's o natural for every “tight spot” drill- 
ing job. Combined weight of drill and 
drill in practically any hard-to-get-at spot. Angle Angle Head is 10 Ibs. With Angle-Head 


head can be quickly removed, chuck is in fixed position, width of unit is 7'% 


All-Angle feature enables the operator to 


then mounted directly on spindle of drill, con 


verting unit to the conventional type '2 





electric drill. It's @ dual purpose tool for 





all-purpose drilling 


Ss 7 f 


_ 


| \ j » was 
Poneed by ; = 
the Famous > 
Cummins m $ 6 ! be 9 0 
Model 200, \& 
i," tnd Ne LIST . 
Duty Drill. PRICE 


Here is a tool built to take it day 


in and day out on the job. More tha 








46,000 now in use is your assurance 


of top performance and long life. It ha 








all the wanted mechanical features y will find dri selling 

for as much as 35% more. The frame die cast aluminum, light, strong and 
compact. Gears are helical cut of finest steel for smooth, quiet operation 

Bearing construction is combination ball, needle roller and Oilite 

mounted in proper position for maximum wear. Equipped with the famous Jacobs 
33B chuck. Heavy duty rubber covered cord and 100% overload 


fool is held in this position by operator 
capacity, momentary contact switch, with lock for continuous operation. Drill unit 


Auxiliory pipe handle cradles in oper- 

bought separately — $39.95 list. Equipped with All-Angle Head attachment ator's arm, resisting torque of drill. Hand 

$69.50 list fits Angle Head comfortably. Tool is 
Top Discounts enable you to sell the dealer trade profitably. safe to use in all positions 


PORTABLE 


LuUmmins ris 


at DIVISION OF CUMMINS BUSINESS MACHINES CORPORATION 
4740 NORTH RAVENSWOOD AVENUE - CHICAGO 40, ILLINOIS 
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MORE THAN 
626,000 
INVITATIONS 
LIKE THIS 


ARE GOING TO CONDUIT BUYERS 


Month after month Spang advertising invites buyers 
to contact Central Rigid Steel Conduit Distributors. 

In 1950 over 626,000 similar messages will appear 
in leading electrical trade journals read by important 
buying influences. Imagine then the tremendous 
number of contacts Spang has made during the 
many, many years it has advertised. But advertising 
is just one way that we try to help distributors. 

We are continuing, as always, to supply them 


with products of outstanding quality. 


l 
i 
| 
) 
i 
! 
! 
I 
f 
’ 


SPANG-CHALFANT 


Division of The National Supply Company 
General Sales Office: Grant Bidg., Pittsburgh, Pa. 
District Offices and Sales Representatives in Principal Cities 
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youd CQuis Kid ow Fluorescent, Lighting? 


this quiz to test yourself 


. Is the light output of a fluorescent tube affected by ballast operation? 


. Yes. Some uncertified ballasts reduce light output by 20%! CERTIFIED BALLASTS 
assure rated light output 


. Does the ballast affect lamp life? 


. Decidedly. Improperly designed ballasts can lower lamp life by as much as 1,000 
hours in a 40 watt lamp. CERTIFIED BALLASTS assure full lamp life. 


. How can one guard against overheated ballasts? 

. Use CERTIFIED BALLASTS in well designed fixtures. 

. Do some ballasts last longer than others? 

. Yes. A CERTIFIED BALLAST should outlast the life of the installation. 
Can ballasts be a source of noise? 
Audible “humming” is often due to the ballast. CERTIFIED BALLASTS produce 
a minimum of noise 

. What ballasts are made to exacting specifications, then tested and checked by Electrical 
Testing Laboratories, Inc., who certify that they conform to these specifications? 
CERTIFIED BALLASTS! 

. Who makes CERTIFIED BALLASTS? 
Any manufacturer who wishes to produce ballasts that meet the specifications may 

participate in the CERTIFIED BALLAST MANUFACTURERS 


program. Currently 10 leading ballast manufacturers are pro- 


ducing CERTIFIED BALLASTS 
BE SURE... ALWAYS SPECIFY CERTIFIED BALLASTS! 





sons 


ir FeATL ALS Ke i rye PD ee 
Sigs ? i f ; Aa 4 NU! CTi ye ge & 
ihe i IMLLAYS svi fF PR& i UR Pe > 


Makers of Certified Ballasts for Fluorescent Lighting 
f g 


2116 KEITH BLDG., CLEVELAND 15, OHIO 
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Disploy Room « St. Paul, Minn cara 


these 4 low-cost modules 
are the ‘‘building blocks’ 
of a perfect custom-fitting 


lighting installation... ov es die | eG 


General Office + St. Paul, Minn SOLD Automobile Showroom + Detroit, Mich S0 LD 
— SO tl wherever you tell the | 
eae module selling facts: | 


Lomp, and | PAR Spot 
or Flood lomo 


module is custom- “FITTING sieves in 


interior to a Fx 


lighting that fits any commerctal 
ur basic MODULE units are the building blocks" or “dominoes of 


light. They fit together easily. e conomically, to form over 0,000 different patterns. They 


custom-fit any room shape or size. They put the light 
the on 


exactiy where it's needed MODULE 
Is y lighting that custom-fits with at andard low 

4 40-Wott T-12 

48" Type F Lomps 


ost units 


module delivers 20% MORE LIGHT reese: « 


delivers 20° ExTRA light per unit! Yes —the mopue tr anslucent 


plastic molded lo ver 
passes 20 MORE LIGHT. This means more light per dollar fewer fixtures re juired @® 


actual use MODULE 


meet footcandle specifications. This means mors 
475-Wott T-12 cost of ordinary fixtures 
425 Milliomp 
Slimline Lomps 


light, better light at no more than the 


module installations are never obsolete ss. sao 

. e s ever obsolete. Here’s why: As lighting needs change 

fit ¢ ther perfectly end tem i ver g . . 

mig p figeo side to side any time, at any point in the system — without installing a single new electric outlet box 

; re a than 50,000 different because MODULE units connect together electrically and me 
te form more ’ 


Le lighting sve 


more units can be added at 


chanically. MODULE lighting 
to fit any ceiling is never “locked-in the “building blocks f light simply slip int 
; tterns ; 
peg Now mixing all light economically exactly as required 
shape or st 7 


place easily and 


i i tem 
sources in one harmonious sys 
wteqeh engines Hrengees Module is Newest, FINEST And snere's morning in lighting 
dark sides or ends)...s0 you can put newer and finer than MODULE. Yes & MODULE install 

jar! ‘ 
the light whore Wt le neoded! because: it custom-fits and “grows” with e1 
e li 


that will stay 
ation remains modern for years 
very lighting need; it delivers more light; its 


appearance has an undated ‘“‘alwavys « ontemporary”’ look. No ordinary fixtures « an match 


these MODULE advantages 


Only MITCHELL makes MODULE 


f 


ory-(T SELLS 


iF YOU HAVEN'T ALL THE MITCHELL MANUFACTURING COMPANY 
module Facts, write Topay 2525 N. Clybourn Avenue + Chicago 14, Illinois 
In Conede: Mitchell Mfg. Co., Lid., 11-25 Devies Ave 





reLe THIS ST 


, Terente 





ELECTRICAL INSULATION 
IS OUR SPECIALTY 


What ONE wire and cable producer grows its own 
natural rubber, and makes its own synthetic rubber? 


UNITED STATES RUBBER COMPANY 

What ONE wire and cable producer makes plastics? 
U.S 

What is the most important part of wire and cable? 

The insulation 


Who is best equipped to make wire and cable 

with superior insulation® 

U. S. RUBBER—which grows its own natural rubber, 
makes its own synthetic rubber, manufactures 

its own plastics 


Isn't it logical that a rubber company should make 
the best wire and cable insulation there is? U. S. 
Rubber has been a pioneer in insulation for over 
70 years—has amassed in that time a stockpile of 
research data and experience that can’t be beat 


Electrical insulation is a “U.S.” specialty! 


SOME MORE OF THE MANY 
DIFFERENT VARIETIES 
OF “U.S.” WIRE AND CABLE 


BUILDING: Laytex RU world’s smallest diameter, lightest 
weight natural rubber covered building wire. Neolay RU 

with Laytex insulation plus Neoprene; nylon cover makes 
pulling 5 times easier. Laytex RUW- with the insulation 
resistance that increases in wet locations 

Neoprene Covered Service Entrance Cable- Fiame 
retardant, moisture resistant first ever accepted by Under 
writer's Laboratories, Inc. Aluminum Wires and Cables 
Cord Sets with Electrix Plugs 


HEAVY INDUSTRY: Power Cables of every description 
including Neolay Aircraft Wire. Royal Master Portable 
Cords. Royal Mining Machine and Locomotive Cables 

tested seven different ways to insure complete dependa 
bility. Control Wires insulated with Laytex RU for greater 
circuit integrity. Municipal Signal Cables Insulated with 
Laytex RUW for maximum mositure-resistance Welding 
Cables - Machine Tool Wire « Switchboard Wire - Ther- 
mostat Cable - Bus Drop Cable 


rking with o valuable and rare elec 
scope in the laboratories of 
States Rubber Company. This 
mpounding in 

many steps taken 

nsulation possible 


Electrical insulation makes the difference be- 
tween superior and ordinary wire and cable. Con 
ductors of all manufacturers are standard, but in 
sulation must be the best that science can produce 
That’s why your best bet in wire and cable is 
U.S. Rubber 








HERE’S WHY U. S. RUBBER 
INSULATION “KNOW HOW” MAKES 
THE WORLD’S BEST BUILDING WIRE 


U.S. Laytex Rl 
Building Wire is 
smaller in diame- 
ter than ordinary 
wires. Its insula- 
tion isapplied with a 


Type RU wires fit in 
some size conduit 


Six No. 14 Type 
R wires fit in 
ordinary conduit 
resulting in perfect Rewiring only) 
MORE WIRES PER CONDUIT 


uniform thickness, 








centering and no 
thin spots. A unique dip or pass method, per- 
fected by U.S. Rubber Company, applies 90° , 
pure rubber to the conductors, eliminating the 
usual bulkiness and weight. On rewiring jobs, 
eleven No. 14 Laytex Type RU wires fit in a con- 
duit that ordinarily would hold only six No. 14 
Type R wires. A special wax finish makes this 


) 


wire 33°, to 300‘, easier to pull than the aver- 


age, according to laboratory tests 





UNITED STATES RUBBER COMPANY 


ELECTRICAL WIRE & CABLE DEPT. + ROCKEFELLER CENTER, NEW YORK 20,N.Y 
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"My panelboard sales 
are way up with 
this profitable 
(Push matic 
plan!” ¢“* 


HERE’S a Pushmatic to meet every load condi- 
‘es THERMAL-MAGNETIC and THERMAL- 
MAGNETIC with exclusive AMBIENT COM- 
PENSATING FEATURES. Both are identical in 
size and contour, in ratings of 15, 20, 30, 40 and 50 
amperes, 1 pole, 120 V., or 2 poles, 120-240 V., AC. 
All are interchangeable for rating and type. 

BullDog advertisements in leading Contractor 
publications have announced this timesaving 
plan to your customers. Follow them up now 


for a faster turnover, bigger profits 
Sales features of sensational Pushmatics! 


Push-button switching 

Trip-free automatic protection 

Positive protection against overloads and short circuits 
Approved by Underwriters’ Laboratories 


BULLDOG ELECTRIC PRODUCTS COMPANY 


DETROIT 32, MICHIGAN « FIELD OFFICES IN ALL PRINCIPAL CITIES 
IN CANADA, BULLDOG ELECTRIC PRODUCTS OF CANADA, LTD., TORONTC 


PUSH—It’s ON! 
PUSH—It'’s OFF! 
PUSH— It's ON again! 


*Push-button switch with automatic 
protection for electric circuits 


) BULLDOG 


eee 


HEADQUARTERS FOR ELECTRICAL DISTRIBUTION 
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I'm moving Pushmatic Electri-Centers fast and helping my 
Contractor customers, too, by urging them to order several 
basic Electri-Centers and fronts plus 


“a few cartons of flexible, interchongeable Pushmatics. With 
this emergency supply on hand, Contractors con get the jump 
on any rush job by 


' 
“simply hooking Pushmotics of the desired ratings and types on 
the mounting rib and connecting them to bus bors with o screw 
driver 





“This simple plan gives users prompt service, soves Contractors 
valuable time on rush jobs, and reolly steps up my turnover 
for a bigger profit. I'm sold on it! 





@ Takes Heavy Loads 

@ No Arcing, No Pitting, No Failures 
Smoo-o0-ooth Positive Action 
Easy Wiring 

®@ Economically Priced 


© Each Switch Individually Tested 


Slater makes a quality line of wiring devices, 
both specification and competitive grades 
Write Dept. W for your free 1950 catalogue, 


listing over 150 Slater devices 


Fastest-Growing 
ELECTRIC 2 MFG. CO. | Manufacturer 


wOoOoOsIiDE, NEW YORK y In The Field 


Be sure to visit SLATER Booth 241 at N.A.E.D. CONVENTION 
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@ AUDIBLE SIGNALS ELECTRICAL SIGNALING, 


Bells, Buzzers, Chimes (Non- 


Electric), Sirens, Horns PROTE¢ ‘TION AND 


@ ANNUNCIATORS 
COMMUNICATION EQUIPMENT 


@ PUSH BUTTONS 
@ TRANSFORMERS 
@ BURGLAR ALARM DEVICES complete line eliminates the necessity 
@ FIRE ALARM SYSTEMS a 

re fo mils stocks nad th reputation tor competitive 
@ INTERCOM TELEPHONES 


@ APARTMENT MAIL BOXES; 
TELEPHONE, BELL SYSTEMS 


@ CLOCK & PROGRAM SYSTEMS ae 
, t l ompare l yroducts Ww 1 an otner;rs. 


@ HOSPITAL SIGNALING 
SYSTEMS 


for going to several 


1 in the use of one single 


y and service! You'll 








MANUFACTURERS OF E 
yes te, 


s ? Complete Systems « One Kesponsibility 


Electrical Signaling, Comm ca 
tion and Protective Equipment 


mina AUTH ELECTRIC COMPANY, INC. 


Offices. St ips and Industry 
34-20 45TH ST., LONG ISLAND CITY 1, NEW YORK 
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Those distributors who took part in the highly successful Amprobe promotion 
during January will agree that it lived up to every expectation. The following com- 
ment by an eastern distributor is brief, to the point, and sums up the experience of 
most of the Amprobe distributors: 


“In the entire year of 1949, we sold a grand total of twelve split-core volt-ammeters, or an 
average of one a month. During the first three weeks of January, we sold twenty Amprobes, 
just by taking it around to show to our customers.” 


The conclusion is obvious: From a merchandising and sales volume standpoint, the 
Amprobe has little in common with the type of split-core volt-ammeter the market 
has previously known. 


The Amprobe has now been accepted in every section of the electrical field as the development 
that takes the split-core volt-ammeter out of the “heavy equipment” class, and makes it a 
personal instrument. 


THOUSANDS IN DAILY USE 
Thousands of Amprobes have now been in daily use for months. Rarely has an electrical instru 
ment been given such unqualified acceptance by the field. We believe this is a real tribute to the 
instrument’s accuracy, its ruggedness, its soundness of design and construction. This record has 
proved conclusively that a split-core volt-ammeter does not have to be big, bulky and expensive in 
order to perform dependably. 


COMPACT AND CONVENIENT 
Its compactness, its convenience, its extremely low cost makes a potential Amprobe owner of 
every engineer, maintenance man, electrician, contractor, motor service man, refrigeration and 
air conditioning repair man 


Significantly, the bulk of Amprobe sales have been tu customers who had never before owned a 
split-core volt-ammeter, and who had had no previous intention of getting one. You can see what 
we mean when we say that the Amprobe has opened up a completely new mass market. 


To authorized Amprobe distributors we say: What you have seen so far is only a beginning 
We are now working on an even greater campaign, which you wil’ be hearing about soon. Mean 
while, remember, the market for Amprobe has only been scratched. You should be able to double 
your present Amprobe volume by having your salesmen carry the instrument on every call, and 
actually placing it in the prospect’s hand. Everyone who handles the Amprobe is intrigued by it 


Our selling policy continues to protect you: Every Amprobe sale through a recog- 


nized distributor only, no matter how large or important the purchaser. 


PYRAMID INSTRUMENT CORP 
19 Howard Street, New York 13, N.Y 


A PYRAMID INSTRUMENT 
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Prog portional! 


because of pi ag 
of modern design 


4— ONE SCREW 
OPERATION 


Most contractors cannot afford to measure time by a sun dial. 


The dollars slip away too fast. 


T&B Engineers always design with the installation in mind. They 
make fewer loose parts in each fitting. The) plan those parts to 
come apart and go together easily; hence quickly. Such designing 
produces superior fittings that install quicker. When prices are 


competitive, it’s the installed cost that counts. 


For example, look at the 3 8’ 90° Angle Connector: ene screw 
. all steel... . Underwriters’ Laboratories listed. The ynique, 
case hardened locknut bites into the box for a ground that's cer- 


tain—a definitely superior fitting. 


THE THOMAS & BETTS CO. 


INCORPORATED 
ELIZABETH 1 NEW JERSEY 


4 
Ri Scratch \your address and #321 on 
© post card. We'll send you a folder 
: ond a fre& sample 
ae * ; MEY eit neg 
+ * 
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GENERAL ELECTRIC. M&D’s 


r shelf will mean money in your 


M&D’s are available for quick delivery t 
1 elect lesaler. Why nm 


GENERAL €@ ELECTRIC 
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It’s a step-saver, a TIME-SAVER | 


7“ It's neat and compact. Fits perfectly 
into unused wall space in kitchen 
or hallway. Dead-front shield gives 

protection while changing fuses 

FU Panelboard is easy to install. Line 
terminals —all solderless—are right 

at the bottom where you can get at them 


Available in 2 through 12 circuits in flush 
or surface mounting 


Irumbull’s Step-Saver Residence 











4 


5 | 


set satel) 
Sell ew 


e 


* 





- 
¥ | 
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Plenty of knockouts, 
y BUT NO “KO'S” 


Inside Trumbull’s Fuse-Puller Res 
idence Panel there's plenty of clear 
channel wiring room. The neutral is 
extended to save wire. Plenty of reg 
ular knockouts—small knockouts for 


use with a ground cable 


1 save yous : 


ON and OFF clearly indicated. Fuse 
caps are not interchangeable. 








Another Gooy = 
TRUMBYL) 
Profit-Make ‘ 





\enaeeseeeenseennss 








Saves installation cost... PENNIES, T00 


fi Here's automatic short-circuit and overload protection 
-» {| at a price comparable with ordinary fuse protection 
Multi-Breaker Load Center can be wired with breaker 

or solid mains 


~~ No temptation now to use a penny 
fixed, just move handle to OFF to reset, then flip to ON 


No fuses to bother with 


x \ 


With the trouble 





Type D Side-Operated Enclosed Switch 


All parts accessible from front 
20 to 200 amp 


Compact design saves space 
Plenty of knockouts —solderless wire clamps 

General-purpose and rain tight enclosures 
Write for catalog on Trumbull equipment for residences. 
THE TRUMBULL ELECTRIC MANUFACTURING COMPANY, Plain- 

ville, Conn 

Come in and see us 

in Booth 144 

at the 

National Association 


TRUMBULL CT) ELECTRIC Soman 


TRUMBULL’S 


TRAINLOAD OF NEW 


PRODUCTS 
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| YOUR SALESMEN SELL 
MORE ROYAL WIRE... 





FREE for you and 


your salesmen! Now your 
salesmen don’t have to sell from 
price sheets alone. Here are 3'4"' samples of ROYAL Quality 
wire, permanently bound into a colorful pocket folder that 
makes wire selling a cinch! 
Small, but big in sales rewards. 
WRITE FOR YOURS — TODAY 


WIRE + CORD SETS * CARTRIDGE AND PLUG FUSES 
FUSTATS * TROUBLE LIGHTS * CHRISTMAS LIGHTING SETS 


ROYAL ELECTRIC CO., Inc., PAWTUCKET, R. lI. 
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Performance has been proved on 


ducts under State Street, 
Street Railway Co.,a lead 
1,590,000 CM aluminum 
opened in 1945 to test the insulation for 
dete Pronounced satisfactory, the cable was 
cut back into service, joints and taps again made by 
1909. Cable still in service, 1950 


Installed in 1909, in 
Chicago, by the Chicago 
sheathed, paper-insulated, 
cable was 


rioration 


soldering st as it 


insulated Aluminum Conductors 


Performance of aluminum conductors has been proved after service 


in industrial applications for as long as 45 years. Your free copy of 
‘Questions and Answers about Alcoa Aluminum Conductors” will 
show you, for example, feeders installed in 1905; bolted dead ends 
m feeders installed in 1913; soldered connections installed in 1916. 
Now, 


aluminum, producing these wanted, needed, low-cost types and sizes. 
& 


half 


nationally-known manufacturers are “in  business’’ on 


Big sizes, especially, where aluminum can cut wire costs in 


Write today for your free copy of ‘Questions and Answers about 
I 


Aluminum Conductors’’. It will help you answer the questions your 


prospects will be asking after they see Alcoa’s hard-hitting advertis 
ing campaign in leading trade magazines. ALUMINUM COMPANY OF 


AMERICA, 1783E Gulf Building, Pittsburgh 19, Pennsylvania 


Aluminum is soldered exactly the same as copper 
with Alcoa Solder and lux 


recommended 


Aluminum Conductors 


of ALCOA va ALUMINUM are made by leading manufacturers 
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POWER CONNECTOR— 


When you need any 


Cabk 





line of Service Connectors 
Parallel Cx 
f conductor fitting 


you want ts Also the complete 
and nnectors (,rounding 
" 
Pent 


Power Connector 
You will find Taps. Straight 
good Ly pe 


the first f experienced 


Probably the exact 
standard Penn-Union items 


ind) Solderless 


( lamps every 
choice 


le rminal 
are 


their knows 


one of the 

Stud Connectors 

Terminals. Elbows, Cross Lnion connectors 

users. dependability, mechani 


range 


lee and 
bre ause of 


Adapters. Bus 


Connectors, ( ouple rs 
o the largest 


Supports 


, : 
Reducers. each in a wide 


cally and electrically 


of sizes upt 


Sold by Leading Wholesalers 


PENN-UNION ELECTRIC CORPORATION 
ERIE, PA. 


Canada: Dominion Cutout Company, Ltd. 
250 Richmond St. West, Toronto 


LINE OF CONDUCTOR FITTINGS 
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APPLETON 


EXPLOSION-PROOF 
EQUIPMENT 


For Aazardous Locations 


Dangers to life and property that lurk in the wiring 
systems of hazardous locations are permanently elim- 
inated when Appleton Explosion-Proof Equipment is 
used. 

These rugged malleable iron conduit fittings and 
lighting fixtures confine treacherous arcs that cause 
fires and explosions in chemical plants, oil refineries, 
hospital surgeries—all locations where explosive or 
flamable vapors, dusts or gases are present. 


Appleton Explosion-Proof Fittings are strong and 
unbreakable, roomy, truly threaded and machined, 
easy to install. And there is an Appleton Explosion- 


Proof Fitting exactly suited to every explosion-proof 


requirement. 

Any wiring job—explosion-proof or otherwise—is 
a better wiring job when Appleton Electrical Fittings 
are used. So save time and build sales. Meet all your 





customers’ wiring requirements with finest quality 
fittings from the 15,000-Item Appleton Line. Catalog 


information supplied on request. 


SOLD THROUGH ELECTRICAL WHOLESALERS 


APPLETON ELECTRIC COMPANY 
1734 WELLINGTON AVENUE CHICAGO 13, ILLINOIS 


Branch Offices: NEW YORK, 50 Church St. * DETROIT, 3049 E. Grand Bivd. * CLEVELAND, 
1836 E d Avenue * SAN FRAN 655 M St. © ST. LOUIS, 227 Frisco Bidg. © 
l ANGELES. 1 N ta Fe Avenve @ ATLANT 724 Bovlevord, N.E. * BIRMINGHAM 
429 Brown Marx Bidg EAP 
PITTSBURGH, 414 Bessemer Bid TIM ! East Pleasant 
T 1921 Bloke Street ¢ 
NNATI, 626 Broadway * 
3. * HAVANA, Cuba, Malecon No. 9 
Resident Represer s City, Orlendo, 
Miiwovkee, New Representatives 


International Standord Electric Corp New York 4,N.Y, 
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TAXES. “On the hill” they are still wrangling over taxes, excess profit, excise, etc. “Slim 
chance for any excess profit tax” is the comment of the insiders but cutting down or 
out some of the excise taxes is certain. 

Where to cut and how much is keeping the House Ways and Means Committee 
riled up. Every excise tax item discussed for trimming has its pro and con boosters 
and the problem of where to make up the “loss” caused by cutting excise taxes is 
still unsolved. It’s a sure bet that there'll be no final report until June. 


APPLIANCE SALES OUTLOOK. No less than the Federal Reserve Board is authority 
for the statement that appliance sales will be good the rest of this year—reason 
being that the Board’s fifth annual survey shows that consumers still have plenty 
of money and—by their own statement—still want to buy plenty of appliances. 

For instance more than twice as many consumers plan to buy television sets as 
expected to do so in 1949. Expected purchases of refrigerators and other major 
appliances stack up about equal to 1949 with some items scoring higher for 1950. 


Also: Three out of every ten consumers expected their incomes in 1950 to be 
larger than the 1949 total. That then leaves it up to the retail salesmen to pry the 
money loose and—that is being found harder this year than last, but it’s good to 
know that the money is there. 


HOUSING. The [Federal Reserve Board’s Consumer Survey also indicates that more 
than 1,000,000 consumers have definite plans to buy new homes in 1950. Demand 
for homes costing less than $10,000 is stronger than in 1949, while those planning 
to buy houses costing more than $10,000 remains about the same as last year 

Obviously the 1950 sales of entrance equipment, roughin’-in wiring, and other 
electrical supplies for residential use should not just stay right up to last year’s 
level but go higher as reports of units started are running well ahead of 1949. 

The first 3 months of 1950 topped all previous records by 59 percent with 
270,000 units started compared to only 169,800 started in the same period of 1949 
March, 1950, alone saw 110,000 starts compared to only 80,000 in 1949, 


OVERTIME AND GUARANTEED WEEKLY WAGE. / he \Vage-Hour Administrator has 
his own ideas on interpretations of contracts on guaranteed weekly wages where 
the objective is to avoid overtime payments to employees whose hours of work are 
irregular. Latest interpretation published by the W-H Administrator should be 
consulted because many employees would not be eligible even where the hours of 
work are irregular. 

For example stenographers and file clerks would not be regarded as having 
irregular hours required by their duty, and thus are automatically not eligible 


BRANNAN BRANDISHINGS. A good many staunch Fair-Dealers are getting fed-u; 
with Secretary of Agriculture brannan’s campaign of ridicule on price supports 
They think it extremely bad politics to woo city voters by blaming high food prices 











May, 1950—ELECTRICAL WHOLESALING 











on government’s price supports, thus piling up a lot of hot resentment in the farm 
states. 

Some say that Brannan should either shut up and play ball or—get out. But 
Brannan is welfare-state minded. Getting city folks to feel that subsidies make 
high food prices softens the ground for getting thousands of voters to thinking 
about consumer subsidies and all too few would realize that as just another step 
toward the welfare state. That’s why President Truman can't be expected to 
muzzle Brannan. 


JUGGLING FIGURES. When a banker falsifies his statement to conceal a shortage and 
gets caught at it he goes to the penitentiary. If a person or business concern 
obtains loans or credit by juggling figures to conceal facts and then defaults, he 
too goes to the penitentiary—if caught. It looks now as if we may see the day 
when the U. S. Government does some juggling with figures for the sake of con- 
cealing the full extent of deficit financing. 

None less than young Roosevelt, rooky Representative from N. Y., has a bill 
that would legalize what in polite accountant’s circles would rate as “juggling”’ the 
bookkeeping procedures of the Government. For example, receipts from social 
security taxes (actually presumed to go into a trust fund) would rate as income, 
while expenditures such as money for farm price supports would no longer rate as 
outgo but become “investments.” Let the boys get a taste of that kind of book- 
keeping and what will become of the gold in Fort Knox and the silver in West 
Point ? 


ONE-ARMED BANDITS. [Pressure to rush through a law to outlaw the manufacture of 
gambling slot machines in states where they are prohibited as well as their ship- 
ment into such states, is being neutralized by congressional maneuvering. 

Conscientious legislators want to have a nation-wide investigation of crime, 
gambling syndicates and slot machine rings before moving on proper legislations. 
Others consider this politically too hot a potato to handle in a congressional elec- 
tion year. These will win, but the subject will come up next year. 


NEW CONTRACT FORMS. The new forms for all supply-equipmert purchases, now 
being issued by Government agencies, are designed to facilitate channeling pur- 
chases to “small business.”” Bidders must answer such questions as, if any con- 
tingent fees paid, number of employees, etc., etc. Should we expect that small 
business will get the orders if everything else is equal but the price is higher? 


HOSPITAL BUILDING. After all the fanfare had died down and the country felt that 

the government’s huge hospital building program was all set to go ahead, President 
gram trimmed—to the tune of a 16,000-bed 
slashing. Unwilling to take the backlash of such action—the House in what some 


fruman came along and ordered the pré 


called an uproarious session, by almost unanimous vote, restored the 16,000-bed 
projects to the over-all program 


Che bill still must pass the Senate—probably will—but a veto by the President 
t mprobable and then the outlook on the lall elections will determine whether 


the veto will be over-ridden 


RAILROAD RELEASES. That's what they call it when business men or trade associations 
tell the Anti-Trust Division what they would like to do and get the plans Ok'd 


betore proceeding lis said that about one out of four ideas draws the official 
bl 


( 
essing. The rest g 


et either the complete thumbs down or suggestions for revamp- 
t eit } plete t bs d r suggest r 


ing. That's where an ounce of prevention is worth, not just a pound of cure, but 
maybe a juicy fine or a tree vacation in Fort Leavenworth 
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where there’s profitable production 
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This Twin High-Bay Mounting Fixture 
is typical of the hundreds of types and 
sizes of Appleton Lighting Fixtures. 


ele en ee ee ee ee ee ee ee ee 


The Appleton Type EFU Explosion-Proof 

Fluorescent Lighting Fixture, first of its 

kind ever to be developed. Appieton 

Explosion-Proof Lighting Pixtures include 

HEN YOU ; ¥ types and combinations to meet the re- 
’ quirements of all hazardous 


SELL Appleton industrial lighting equipment, you're 4 a . . aioe a 
supplying the basis for top worker efficiency and ’ eee ee 
better production. That's because Appleton fixtures 
are scientifically designed to provide proper illumi- 
nation for any given working area, whether 
indoors or out. 

The manufacture of Appleton Lighting Equipment 
is quality controlled from drawing board to final 
delivery. Reflectors are made of pure ingot iron, 
“finished with vitreous-fired porcelain enamel for APPLETON ELECTRIC COMPANY 

rugged weather resistance. Appleton sectionalized 1734 WELLINGTON AVENUE . CHICAGO 13, ILLINOIS 

construction assures easy, economical installation, ioe Glin 
quick convenient servicing. VELAN 

Whatever your customers’ requirements, there's 
an Appleton Fixture that exactly suits the purpose. 

For better lighting that spells better production, sell 

Appleton—STANDARD FOR BETTER LIGHTING. 


SOLD THROUGH ELECTRICAL WHOLESALERS 


Resident Representatives x 


Write for complete catalog information lew yttle © Export Representatives 


Broa t. New t 4 
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You can’t buy 


Better Fittings 


or ones that 
cost less 


Cross Section 
Showing 
indentations 





Quicker to use and neater in appearance, Briegel All-Steel 
Indenter Fittings not only make stronger connections but also 
make each job more profitable to the contractor and satisfactory 


to his customers. 


Two Easy Squeezes and they're set to stay. It is only natural that 
the Briegel All-Steel Indenter Fittings are the most widely used 
E.M.T. connectors and couplings. Contractors the world over 
recognize their cost cutting qualities and the fact that they make 
each wiring job neater, stronger and better. 


Sa 
All B-M Fittings Carry the 


Ww Underwriters Seal of Approval 


METHOD DISTRIBUTED BY 
The M. B. Austin Co., Northbrook, Ill.; Clayton 
T00L Mark & Co., Evanston, Ill.; Clifton Conduit Co., 
Jersey City, N. J.; General Electric Co., Bridge- 
port, Conn.; The Steelduct Co., Y gstown, Ohio; 
C0 Enameled Metals, Pittsburgh, Penn.; Kondu Mfg. 


Co., itd., Preston, Ont 





GALVA, * ILLINOIS 
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New C-Q-T [sn ware 
Plug Fuse 


Gives 


1. LONG TIME-DELAY... “EH 


enough to start a heavy washer, 





















































2. SENSITIVITY... 


enough to protect a cord. 


HERE IT IS! See how the performance curve 
of the Shawmut C-QUICK FUSE WITH 
TIME-DELAY (C-Q-T) compares with the 
time-current characteristics for 20 ampere 
protective devices proposed by the EElI- 
AEIC Joint Committee on Branch Circuit 
Protection (Curve G5, page 30 of EEI- 
AEIC Report). 

















Specify the 
NEW SHAWMUT C-QUICK PLUG FUSE 
WITH TIME-DELAY (C-Q-T) 


A quick study of the above chart shows you that the 
Shawmut C-Q-T Fuse gives even better protection than the 
device proposed in the EEI-AEIC Report... longer safe 
time-delay in the overload range . . . faster action in the short- 
circuit range. 


Designed for the average household branch circuit carry- 
ing a mixed load of appliances, it allows heavy-drawing ap- 
pliances like washing machines to start and operate through 
Shawne C-G-T Fescs, approved by Under- See ee ss fuse blowing yet assures 
writers’ Laboratories, Inc., come in the following Put C-Q-T On Your Shelves NOW 
ratings and color codes: 15 amp — blue; 20 The demand for this new device is fast growing among 
amp — orange; 25 amp —red; 30 amp — Utilities . . . it meets their specific needs. Contractors, too, 
are asking for it. This business wi!l be coming your way 
: : if you’re ready to handle it. Write for Free Bulletin. 
at slightly lower price. THE CHASE-SHAWMUT CO., 372 Merrimac 

Smo Street, Newburyport, Massachusetts. 


> 1893 


green. Also in same ratings without color coding 
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Now you can get all the advantages of fully magnetic 
circuit breaker protection in load centers that are trim and 
compact — with breakers that are interchangeable with 
other new single pole individually housed breakers! Now 
you can get utmost flexibility with minimum stock — make 
vp your own combination right on the job! Now you can 
forget about ‘‘derating’’...now you can banish the 
nuisance of false tripping now you can make satis- 
factory installations of circuit breakers in warm or poorly 
ventilated locations—where space and cost are important! 


These compact new Murray load centers are available in 
2, 6 of 8 circuit models. They come equipped with the 
sensational new small size Murray fully magnetic circuit 
breakers — now 30 per cent smaller than previous fully 
magnetic circuit breakers — available in ratings of 10 
through 50 amp. They save you time .. . save you trouble 

save you money — yet assure the user positive protec 
tion combined with utmost satisfaction! 














Shallower 


See for yourself why Murray fully magnet 


breokers 





from heot 


ways carry roted 


never need 


load 


plus 


is—even in warm locations 


ted panels 


MANUFACTURING CORPORATION 


1250 ATLANTIC AVENUE * BROOKLYN 16, N. Y. 


ELECTRICAI 


WHOLESALING 


‘ Clear, 
the st y this folder Wr 


—Mayr, 


simple 


1950 








/ Highest quality in the lowest 
price range. 


2 Good profit margin. 


Few sizes to stock—6 lugs 
cover a wire range from No. 
14 to 1000 MCM, 


G Outstanding sales features — 
easier to sell. 


5 Backed by national advertis- 
ing and promotion. 


Jasper Blackburn Products Corp. 


Builders of Quality Products for 15 Years 
FIRST, MADISON AND CLINTON STS. «+ ST. LOUIS 6, MO. 
Phone CEntral 3007 


May, 1950—ELECTRICAL WHOLESALING 


Mail Coupon for Sample and Full Details 


Send me sample and further information on BLACKBURN Hi-Strength ! 
Terminal Lugs i 
Wire Size | 
Your Nome | 
Company j 
City & Stote = — ews j 
Mail to Jasper Biackburn Products Corp. + 35 Madison St. + St. Lowis 6, aed 
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K.1 Jumper Clamp 
Also available for aluminum, steel 
or copper to similar conductor 





A-11!)) Armor Rod Jumper Clomp 
Alse ava:lable for aluminum to 
aluminum connections 








Write for the latest 
Weaver Catalogue 





WwsB-c 
Cadmium Plated 
General Purpose 

(Also available for 
copper to copper 
connections—» WSB) 


1-WSs 
Copper to Copper 
(Also available for 
general purpose use 


— #1-WS-C) 





WEAVER HOT LINE CLAMPS are cast of high strength HERCULOY to withstand 
maximum tightening without distortion. This exceptionally hard metal also produces a 
smooth, free running thread which efficiently converts the tightening torque to pressure 
on the conductor, HERCULOY also eliminates freezing of the tightening bolt so thot 
clamps are easily removable 

Both main line and tap wire connections are secured with SHAKEPROOF lockwashers 
to provide permanent high pressure, trouble-free connections which won't loosen under 
vibration 

WEAVER HOT LINE CLAMPS are made in only two sizes which accommodate a large 
range of connections. There is no need to stock o big variety of sizes when you use 
WEAVER 


FOR TOP QUALITY AT LOWEST COST... YOU CAN’T BEAT WEAVER HOT LINE CLAMPS! 
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Sell the all-purpose power cable 


RoMarine - RoPrene 


DIRECT 
BURIAL 


OVERHEAD 


IN 
CONDUIT 


Here is the all-purpose power cable that 
will increase your sales. You can recom 
bear and sell RoMarine-RoPrene for an 
power distribution job, whether for dire 2ct 
earth burial, installation in air, in conduit 
or for circuits combining all three P mrrpirienran 
nae w « sype 
Check these advantages, then sell and install ¢ Available jle, tw 
RoMarine-RoPrene RoMarine-RoPrene cable has an excellent 
¢ RoMarine ir mon quamty com poss performance record. It is nationally adver 
satis eee tised. Cas non al ) these advantages 


oa it gtr as 


Corporation It Costs Less to Buy the Best 
.--Sell RoMarine-RoPrene 


* NEW YORK 
to Finished Wire mer 
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> em ser fro 
SP SYLVANIA 


FAMOUS 
Warmtone 


De Luxe 
Warmtone 


FAMOUS 
Standard 
Cool White 


De Luxe 
Cool White 


New Fluorescent Lamp Tones BALE ES ih 


Sylvania’s 1950 range of fluorescent lamps 
now offers softer, warmer, DE LUXE tones for 
immediate delivery 

DE LUXE COOL WHITE a brilliant 
development from already popular Standard 
Cool White. New advances in chemistry have 
enabled Sylvania’s experts to release more 
red radiation from the lamp giving an ex- 
tended range and more flattering tones 
STANDARD COOL WHITE (4500°) will, of 
course, remain a leading favorite in the gen- 
eral lighting of work areas 

DE LUXE BARMTONE it’s the latest 


version of the pioneer Warmtone. The new 


DE LUXE lamp, with peak red radiation, pro- 
duces a cosmetic effect wherever high visi- 
bility has to be achieved without harshness. 
STANDARD WARMTONE (Warm white), 
having the highest efficiency of all white 
lamps, will continue in popularity for pre- 
serving natural appearances in home, busi- 


ness and factory. 


Remember, all four lamps have all four of 
Sylvania’s famous qualities . . . “Triple-Life” 
. ease of installation... freedom from end- 
darkening .. . and built-in quality. Write for 
details to Sylvania Electric Products Inc., 


L-2305, 1740 Broadway, New York 19, N. Y. 


SYLVANIAY ELECTRIC 


FLUORESCENT LAMPS. FIXTURES, SIGN TUBING, WIRING DEVICES: LIGHT BULBS: RADIO TUBES: TELEVISION PICTURE TUBES: ELECTRONIC PRODUCTS; ELECTRONIC TEST EQUIPMENT; PHOTOLAMPS; TELEVISION SETS 
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@eeeeveeoeoeeeoeoeeeeeeeeeeeeeaeeeeeeeeeeeeeeeeees 


NEALE FOREDAST fair and warmer 


(ANY TIME NOW!) 


Get set now...for 
ILE) TINH]... . @eekng seasan sales 





STOCK AND PUSH SANGAMO TIMERS 
ideal for attic, window, and 
ventilating fan control! 


Here's a “natural” for cooling season sales tie 

in a Sangamo Interval Timer with every attic, window, 
or ventilating fan sale you make. Sell your ®@ 
customers freedom from the bother of turning units off 
manually — from the needless expense of letting units run 
all night—sell them the economical convenience of 


automatic control! 
Easy-to-sell Sangamo Timers are designed and built by 
experts in automatic time control... are fully guaranteed 


... and they're priced right, too! 


Catalog No. LOLOC gives full information 


eeeeeeeceoeeeeeeeeeeeeeeeeee eee eeaeeeeneee 


Small in Size... but BIG in Quality 


Sangamo Interval Timers offer high accuracy at low made. The operating range covers any period from 15 
cost. They provide an out tic OFF operation follow- minutes to 12 hours 

ing an elapsed ON interval which is manually preset The Type T Timer, for wired-in construction, may be 
for each operation. The unusually quiet, low-speed either wall or switch box mounted, and is rated at 15 
motor operates only after the manual setting has been amperes A.C 





eeeeeeeeeeee ee 


Type TJ Portable Timer | j SAWN G ow me) 


ELECTRIC COMPANY 
SPRINGFIELD, ILLINOIS 


eeeeeeeeeeeeeeeeeeneeeeeee eeeseeeveeeeoeeeeeeeeeeeeee @ 
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Here’s the secret of “trigger-start” ballasts: Special 
windings in the ballast are used for instantaneously 
pre-heating the lamp cathodes. As a result, the bal- 
last’s open circuit voltage becomes sufficient to strike 
the arc. Starters are completely eliminated! 


- i 99 This label ona 

i! jer-start ballasts fixture carton, or the 
stl familiar G-E ballast tag 
on a fixture, is your 


assurance of fine 


miitant starti w shandard ftinorescent lamps m re side ntial type ballast performance. 


t 


Buy — when you see the 
And it is accomplished merely by using a unique new ballast. With G-E ballast label or tag. 


General Electric's revolutionary “trigger-start” ballast, any standard 20-watt 
lamp or any standard 32-watt Circline lamp starts with a flick of the switch 

Dhese ever-start’ ballasts are listed by Underwriters Laboratories, are 
exceptionally qui ) Operation, and have the characteristic dependability 
that has ma ballasts ‘the brand in biggest demand.” G-E ballasts make 
any fixture a bert 1 when you re specifying or buying fluorescent 


fixtures—or replacement balla insist on General Electric “‘trigger-start” bal- 


lasts [ppar itus D pariment ( Vs ctr mpany Sche nectady > B N } 


GENERAL G@ ELECTRIC 
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EXCLUSIVE “"QWIK-LOCK”’ MOUNTING’ 
DOES THE JOB OF THREE FORMER TRANSFORMERS 


AT NO INCREASE IN COST! 


7 ES, this new Rittenhouse bell-ringing transformer does the job of 
J 

both outlet box and conventional types—and does it better. This 

new method of mounting is so simple, so positive, so easy to use, you 


will wonder why it hasn't been done before. Consider these features 


Mounts anywhere—on round or square outlet boxes—on side 


of swilt h and fuse cabinets ol plai surface 


Vlounts quic kly. easily and securely noe tra plates or brack 
ets necessary no special parts to lose no small screws to 


adjust in awkward places 


Extremely compact and rugged—allords neat-appearing in- 


stallation for either box or surface mounting 


All these features, plus many others never before offered in a bell trans 
forme! Ertra capacity to operate 10-volt chimes, as well as bells 
buzzers, et Iifractirely packaged special, new Utilitv Green 
finish Underwriters’ approved 10-) ear Guarantee against burn 
out. All this, vet costs no more than other leading brands of bell 


transformers 





mw set al! the facts. Send for transformer catalog and price list 


*U. S. potent pending 


THE RITTENHOUSE COMPANY, INC. 


Vv 450 OWEN STREET, HONEOYE FALLS, N.Y 


DOOR CHIMES ° BELL AND SIGNALLING TRANSFORMERS 
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ANY 


Built-in nipple fits standard 
Integral mounting feet for 
stallation 


On round or squore 
outlet box 


ELECTRICAL PRODUCTS 


Ww 


2 





HERE 


k kou 


surface 
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WHEN YOU SELL 
SECURITY 


FRICTION TAPE 


United States Rudder Company 


New YOR a Y 








YOU KEEP YOUR 
CUSTOMERS HAPPY! 


Flectrical contractors like Security Friction Lape 
They like it because it’s safe—because it stands up 
perfectly on the toughest 10bs 

This electrical and general purpose tape has no 
pinholes—does not unravel when unwound from 
the roll—tears straight. It has high tensile strength 
and its highly di-electric Furthermore—it has a 


strong, rubbery adhesive that really sticks and holds 


Hou your stock of Security 


A QUALITY 
PRODUCT OF 


UNITED STATES RUBBER COMPANY 


ROCKEFELLER CENTER, NEW YORK 20, N.Y 


MECHANICAL GOODS DIVISION «+ 
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Go To The Convention 


* 


* 
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i 
“OO 
(JU Us, 
The new “Frosty Finish” has a cool, 
smooth, hard feel. Doesn't get sott 


or tac ky. 


"Frosty Finish’ Loomwire will not 


stick to your hands. 


The “Frosty Finish” won't “dust” or 
flake off when you pull the cable 


OV erhead. 


seen , 

ra Ps - 
> sa cas 

lQ4hsii 
wei e ee We, 


Tests show that in temperatures as 
high as 125 F. the coiled wire does 
not stick together... pulls from the 


carton freely... is easy to fish. 


SOLD THROUGH LEADING ELECTRICAL 
WHOLESALERS. 





At last,a non-metallic 
sheathed cable that meets 
every ‘‘ease-of-handling’’ 
requirement ...can be 
stored in warm locations or 
handled in hot weather 
without becoming tacky... 
maintains all the moisture- 
and flame-resistant qualities 
of the original NE Canvas 
Back Loomwire. 


LISTED BY 
UNDERWRITERS’ 
LABORATORIES, INC. 
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Hotel Business 


May . 


1950. 


ELECTRICAL 


WHOLESALING 
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Afterthought 


ARE YOU AN ACTIVE MEMBER? 


Are y 








now provides Vrermosiar Mage 
on all Honeywell Comfoid Thermostats 


Yes, the magic of TM ts provided on the entire line of Honeywell 
I 


Comtort Thermostats at no increase in cost. Home owners will appreciate 
this new standard of comtort, the velvet smooth flow of natural 


warmth ill provided by the magic of TM. Home owners want the 


~ 


best... for greater comtort. Home owners want Thermostat Magic! For 
\ } 
“ oa ’ 
more sales, more profit, sell and stock Honeywell TM Comfort Thermostats \ | 
_ la iN? 


TM means Vserrmosi ar Magic Cr 1A 





Tested and Approved IM means 
300,000 TM thermostats now in use—many 2 ( 
for three heating seasons—have demonstrated the com Vherrnestar Mage?’ 


fort advantages of the Honeywell TM principle. Home 


no increase (1 healing cost / 


owners are enjoying a new standard of heating comfort 


—made possible by Honeywell scientific research , 


WWE Keres te Hear 


Controlled frequency of burner Operation 
provides an even flow of heat under all conditions 
Thermostat Magic means more than thermostat accuracy 
—it means maximum heating comfort and efficiency— 


at no increase in heating cost 


‘TM Vsernostar Magic means: 


No More Waiting for Heat 
No More Chilly Floors 
No More Overheating 
No More Fuel Used —W1STe@@ 


More Comfort For Your Heating Dollar 


™ Comfort Time-O-Stat TM Comfort Acratherm 
rl re rhe The finese et stat Of its type 


I lowered night temperat r 
] Ne Set the dial for the mor zg} t world Featuring the 


I ime you scicect Wak uf 
ie - ’ ca to-read dial adjustment, 


a comfortably warm I 


and NOW, 
with Honey 


Time-O-Start 


heating en 


tat Magic of TM 





element 


./ ./ ,] 


si i 


TM furnishes the required heat by Long and irregulor burner opera 
properly regulating the length of } tions permit up ond down tempera 
burner operations in accordonce tvres—aliow rooms to get too hot 
with outude weather conditions | of too cold for comfort. The varying 
longer in cold and shorter in mild temperatures couse semations of 
weather. Comfort always! drafts and chills. Discomfort! 


Honeywell» 


F.| BR/Sr twee ONT Rea 





DURABLE* DEPENDABLE 


Heavy Duty Plugs ana 
Receptacles 


FOR PORTABLE ELECTRICAL EQUIPMENT 


Pyle-National plugs and receptacles are built to withstand the most 
severe operating conditions, as proven by years of remarkably depend- 
able service in a wide variety of industrial applications. The many sub- 
stantial construction features of this extensive line of plugs and re- 
ceptacles and the high quality of materials and workmanship insure 


safe operation, uninterrupted service and long life. 


QuelArc * Circuit Breaking Series Unique partitioned in- 


sulation provides long insulated paths through air and across surfaces 
for exceptional protection in these current rupturing devices, Galvan- 
ized cast metal housings, bakelite insulation and individually renewable 
contacts insure long service life. Ratings 20, 30, 60, 100 and 200 amperes, 
250 volts DC, 600 volts AC —2, 3, and 4 pole—grounded through shell or 
extra pole. Threaded cap, plain and hinged spring door housing styles 


are available. 





1, 2, 3, 4, 6, & pole interchangeable contact units 


> ee 


Triploc and Multiple-Circuit Series 


A line of exceptional versatility, unequalled 
in the heavy duty field, with a virtually 
unlimited number of assembly combina- 
tions for varied applications. Offers a selec- 
tion of 1, 2, 3. 4, 6 and 8 pole contact units 
which are interchangeable and reversible in 
any single set of housings. Many types of 
single housings available of pressed steel 
with automatic lock and of cast metal 
threaded for watertight gasket seal. Multi- 
Circuit housings—2. 3 and 4 gang—available 
for combinations up to 32 poles. Ratings 15 
and 20 amperes, 250 volts DC, 160 volts AC 
—circuit breaking. Pressed steel fusible 
and fuseless plugs measure 1%" outside 
diameter. 


Midget Triploc Series same con- 


struction features as Triploce except for 
much smaller outside diameter of plug 
shell—only 1'4". Interchangeable and re- 
versible contact units—2, 3 and 4 pole—are 
of the flat blade type. Rated 10 amperes, 
250 volts; L5 amperes, 125 volts. 


Fuseless Plug 


2-GCang Receptacle 


General Purpose Series s.aitante 


with cast metal housings in many types for 
circuit breaking and disconnect service. 30 
amperes, 125 volts DC, 250 volt AC—1, 2, 3, 
4. 5 and 6 pole. 60 amperes, 250 and 600 
volts—3, 4 and 5 pole. 100 ampere, 250 and 
600 volts—2. 3 and 4 pole. Also many special 
types. fusible and fuseless, for varied ap- 


plications. 





THE PYLE-NATIONAL COMPANY 


1352 NORTH KOSTNER AVENUE, CHICAGO 51, ILLINOIS 


DISTRICT OFFICES and REPRESENTATIVES in Principal! Cities of the United States 
EXPORT DEPARTMENT: Internationa! Railway Supply Co , 30 Church St., New York e CANADIAN AGENT: The Holden Co., Ltd., Montreal 


CONDUIT FITTINGS + FLOODLIGHTS + TURBO-GENERATORS + LOCOMOTIVE HEADLIGHTS + MULTI-VENT AIR DISTRIBUTION 


50 
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Mr. A. M. Reeder (left 


Purchasing Agent, Tristate Electrical Supply Company, Baltimore, Md., on a tour of 


the Roebling Buckthorn plant with Mr. J. L. Unsworth, Manager of Roebling’s Philadelphia Branch office 


“It’s only natural that your building wire 
Sales are climbing, says Mr. A. M. Reeder 


ROEBLING BUILDING WIRE sales are on 
the up and up the country over, and a visit to 
the Roe bling p! uits Cpu kly shows why ope- 
cial technique s and machines plus painst ik- 


ing care in every manufacturing step combine 


to assure qu lity pr rducts of unsurpasse d 


dependability Pictured above t precision ma- 


chine is paper-wrapping wire for Roebx Non 


Metallic Sheathed ( ible 


The same sort of engineering and production 
skill is applied to the whole Roebling line of 
wires and cables I rom the i coppel conduc- 


tors drawn in Roebling 


s own mill to their pro- 


tective coverings they the finest products 


that vou can sell ind they re price | to assure 
vou real profits in i competitive market. In ad- 
dition, Roebling advertisin nd prot ipt ware- 


, 
house service are ie ss builders 
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ROEBLING BELIEVES in advertising, and main- 
tains a big advertising program that is directed to 
every one of your customers and prospects. All of 


them see full page advertisements, in color, in the 


trade papers, and read about the extra value and 


economy of Roebling wire and cable. Another series 


of advertisements, in Fortune, Newsweek and Busi- 
ness Week reaches business owners and executives 
and helps increase the demand for Roebling quality 


products. 





includes more than 60 


THE ROEBLING LINE 
types of electrical wires and cables, in a wide range 
nd standard insulations 


of sizes, constructions a 


Bare Copper Wires 
and Strands 

Weatherproof Wires 
and ( ables 

Magnet Wire 


RoEePRENE Mining and 
Mining Machine Cables 


Roeciap Portable Power 
Cables 


Cables 


Roewe.p Welding 


Rubber and Snythetic 
Power Cables 


V. C. Wires and Cables 
Parkway 


Te r Wires 
and ab le | 

Service Entrance 
and Drop Cables 

Fle xible 


Cords Cables 


ROEBLING WAREHOUSES are located at i 
tant points throughout the country 
wholesaler the 


time—a big help in satistying customers! 


ry 


i 
so that every 


r- 


can be served in shortest possible 


Visit Roebling’s convention headquarters 
Conference Booth #76 


NATIONAL ASS‘N OF ELECTRICAL DISTRIBUTORS 
or Suite 108-109, Claridge Hotel, Atlantic City 
JUNE 11-16, 1950 


FOR ELECTRICAL WIRES AND CABLES... Today its Roebling! 


JOHN A. ROEBLING’S SONS COMPANY, TRENTON 2, N. J. 


ROEBLING «en 
| . an (Oo 











s3 Fredonia Av * Cleveland, 70 
Bivd. * Los Angeles, 216 S. Alameda St. © New York, 19 Rector St 
1740 Sevente Fiest Ave. & 


nm Ave. ® Boston, 51 Sleeper St. ® Chicago Roosevelt Read * Cincinnati, 32 
® Denver, 4801 Jackson St. * Sonne mn 
Twelfth St. ® Portland, 10 v8 


f{tlanta, ‘ 
Claw As ‘ r 
* Philadelphia, 12 § 


6 Navigation 


itth Ave. * San Prancisco enth Mt. ® Seettle, 90 
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REGIONAL ANALYSIS FEBRUARY, 1950 


F gures in this table apply to the geographic divisions 
as outlined and numbered in white on map above. 





SALES INVENTORIES 
February 1950 February 1950 


Compared in °/, with Trading Compared in °/, with 


Jan. Feb. Region Jan. Feb. 
1950 1949 (See Map) 1950 1949 
+ 6 —38 
+24 —36 
+13 —32 
+22 —33 
+26 —$2 
435 21 
+23 —35 
+17 —2! 
+14 —36 


t 
be 


++) 4++|++ 
DOOnova wn — 
am eS an wb & Ob om 








Wwoeoemcoeww 
++ |++++ 








ELECTRICAL WHOLESALING—May, 1950 





For prompt off-the-shelf meeting 


of all job requirements 


T Remove carton 


ee from modest stocks 


A unique and exclusive Cutler-Hammer merchandis- 

ing arrangement cuts down inventory requirements, 

handling operations and record-keeping, while meet- 

ing all MO8 Multi-Breaker job requirements from 

; this modest stock. The fundamental of this plan is 

Open carton and — simple stocking, simple assembly, simple handling. 
remove filler x “ida The basic Cutler-Hammer M08 Multi-Breaker de- 
vice, a 4-circuit block mounted in a box with neutral 

and handle ties, is packaged in its own carton. So 

are Ad-On Breakers and Multi-Breaker covers of 

both surface and flush types packaged individually. 

The basic unit meets minimum requirements for 

most applications. But its carton is so constructed 

it will receive any Ad-On Breakers which may be 

required to adapt the basic unit to the specific re- 


j 3 quirements of the individual job and the carton 
Insert Ad-Ons in 


will also receive the required cover, flush or surface 
space thus provided 


type. See photos at left. Handling, record-keeping, 
need to recheck constantly, possibility of loss are 
reduced if not eliminated. You will like this system 
CUTLER-HAMMER, Inc., 1327 St. Paul Avenue, 
Milwaukee 1, Wisconsin 

4 Add cover to 

Multi-Breaker 


, CUTLER*-HAMMER 
é Resealed carton «aif 
pipe aga = MULTI- BREAKER — 


tailored to the job 


: a 
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There is NO SUCH THING as 
an RLM TYPE Lighting Unit! 


Either it is RLM CERTIFIED or it is NOT. 
The Only Way To Be Sure Is To 


the RLM LABEL: 





Looks can be deceiving in lighting unit ae One or f tractors stocks in order to check 
roo! A lighting nit may LOOK like ar 1 rm Quality at every level of distribution 
RLM Unit, tt may have a | 

ward appearance, contour, shielding h tivity the RLM Standards Institute 
angle, et bur unless it 1s ms if which makes possible the Warranty of Uni 
accordance with RLM Standard 1 ystem perform with equal efficiency cto the form Qua s not duplicated by any other 
cations and carnes the RLM Label, it 1 thac ballase ne n mu f ig ut shring industry. That is why 
not an RLM Lighting mit. There is no ft that the ref 1 factor be u t ich thing as an “RLM Type 


such thing as an Ty hat does rm { et thar the units be of I »% 


Saad FREE SPECIFICATIONS BOOKLET! This 
Why No it : si er 7 up-to-date 36-page 


booklet tells why it is 


not have th 


fluoresce 
important tO SEE THE 


RLM LABEL before buy 
ty of Quality d ing or specifying 


lighting units. It con 


How RLM Checks Uniformi 
A r tot M testing a 
tains all RLM Specifica 

tions, covering vital 

construction and per 

formance factors that 

r nsideration by the buy 
They may ¢ brain test 1 sy 1eTs an indispensable help 

t tl listributor hely tt industrial lighting units. Foryour 
Advertisement is published in the Interest of mplimentary copy(or copies), 
the Entire Lighting Industry by et ithout obligation, write 
RLM Standards Institute, 

Suite 817, 326 West Madison Sc., 


Chicago 6, Hlinois 








iTRalisiters Ri Misiancdiice gallectom acetal 


"Every RLM Unit Must Conform with Certain Minimum Standards such as these: 


Porcelain Enamel Reflectors at P . , al P . t light per 
1 quality of 
High-Quality Bollasts RLM I & task 
Iw Reflector Design \ Sound Construction RLM Units must 
high fat anion and mate 
f maximum 
it 


and breakage 


x40 
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SALES For THT 


WANT 
ORE 
SALES? 


Here’s a book that shows how 


other firms GET MORE SALES 


Plenty of smart sales managers are bringing in more 
business even in today's tough markets—and this 26-page 
illustrated booklet shows you how they do it 

In a word, they're the ones who run their business on 
facts...not on guesswork. To that end, they make full use 
of the simplest and best equipment to keep those facts 
constantly before them, in concise and usable form that 
concentrates action on the pe ints where action pays off 
We think when you see it you'll agree that this new book 
let shares generously the ripest, most profit-making expe 


rience sales-wise that is currently obtainable anywhere 


In short, here's a book you will use. Send the coupon 


today, and be one of the first to get your copy 


Management Controls Div., Room 1145A, 315 Fourth Ave., New York 10 


Gentlemen: Kindly send me my FREE copy of your booklet KD524 


NAME 


SEND FOR YOUR FIRM 
FREE COPY TODAY | vnvccs 


Copyright 1950 by Remington Rond Inc city 
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Federal Electric Products Company, 50 Paris Street, Newark 5, N. J. 
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Record Attendance Now Assured 
For NAED Atlantic City Meet 


Lighting market development, radio-television distribu- 


tion, apparatus and supplies selling, merchandising house- 


wares among featured topics, with conference booths 


and warehousing exhibits between-meetings attractions 
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our own experience tells you that conduit fails where the gal- 
vanizing is thinnest. That’s why Triangle’s uniformity is important to 





you. For the severest service, where a single pin-point of penetration 
Lasting Protection — Smooth and uniformly hot-dip could open the way to rapid rust and early failure, users upon users 


galvanized inside and outside, Triangle rigid steel repeatediy specify Triangle conduit. That's why you see more and 
conduit is dipped into special lacquer and boked 


in this endless conveyor equipment more ‘‘Tristeel” flexible steel conduit, more and more Triangle E.M.T. 


and rigid steel conduit being used throughout refineries, on bridges 

over salt water, in increasing numbers of industrial plants. Users’ 
own impartial laboratory tests have repeatedly proved the superiority of Triangle—the conduit that’s uniformly hot-dip gal- 
vanized...inside and outside...and then further protected by an exclusive new lacquer formulation! 


Prove to yourself—in your own laboratory, or on your toughest jobs, that Triangle is the conduit you can count on! 


The Trade Mark A, Of Top Valve 


rms a eo) 


TRIANGLE CONDUIT & CABLE CO., INC. 


1902 JERSEY AVENUE * NEW BRUNSWICK, NEW JERSEY 


Cotalog No. $00 
Gives Full Details 


‘““Glazon'’ & ‘'Trioseal'’ Building Wire * ‘‘Tricon'’ Control Wire * 
‘‘Adaptal’’ General Purpose Wire * ‘‘Triex'’ Non-Metallic Sheathed Cable 
Of the Complete ] * “Trioprene’’ Trench Cable * Service Entrance, Parkway, Power & Var- 


nished Cambric Cables *,"'Tristeel"' Flexible, Thin Wall & Rigid Steel Conduit 


TMOST BE RIGHT! Triangle Line 
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G. Pyle ©. Fred 
TRICAL WHOLESA 


ANNUAL sales meeting of The Hardware & Supply Co., electrical whole- 
saling firm of Akron, Ohio, was held recently at the Akron City Club. In 
attendance were 82 persons, including 51 city and country salesmen. Company 
officers present included: Hesket H. Kuhn, president; Hoyt O. Smith, vice 
president; E. W. Hartzel, treasurer; Fred H. Steffens, secretar, 


ILLUSTRATED talks by lighting specialists from General Electric's Nela 
Park told the “why” and “how” of the most modern lighting techniques to 
those persons who attended the recent Planned Lighting Clinic at Elizabeth 
N. J., the first of a series of such clinics to be held in eastern United States 





New Regulations Expected 


To Stimulate Housing 


Increased low-cost housing was the object of new amend- 
ments which were added to the Housing Act of 1950. Some 


changes in rules and procedures will be forthcoming from FHA 
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DAFFYNITIONS 


Communism: If you have two cows, you give 
both to the government; then the government 
gives you back some milk. 
Capitalism: If you have two cows, you sell one 
cow and buy a bull. 
New Dealism: If you have two cows, the gov- 
ernment shoots one cow; you milk the other 
cow, then throw part of the milk down the 
sink. 
Anarchism: If you have two cows, your 
neighbor shoots one and takes the other. 
Realism: If you have two cows, and they're 
both dry. 
To expedite to confound confusion with 
commotion. 
Expediter— one who does same while riding 
fast trains and staying at good hotels. 
Efficiency expert—a guy who trains expe- 
diters. 
Coordinator——a guy who has a desk between 
two expediters. 
Criteria measures which the other guy uses 
to underestimate what you have already over- 
estimated the deal to be worth. 
To activate to make carbons and add names 
to the memorandum. 
Under consideration —never heard of it. 
Under active consideration we're looking 
in the files for it. 
Modification of policy——-a complete reversal 
which nobody admits. 
To spell out—to break big hunks of gobbledy- 
gook down into little hunks of gobbledygook. 
Note and initial —let’s spread the responsibil- 
ity for this. 
Give us the benefit of your present thinking 

we'll listen to what you have to say as long 
as it doesn’t interfere with what we've already 
decided to do. 
Expert—an expert is a person who avoids all 
the small errors as he sweeps forward to the 
grand fallacy. 

Luthor wisely wishes to remain unknown 
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Peerless. Electric DIRECT-DRIVE UTILITY BLOWERS 


Peerless Utility Blowers are known the country over for depend 
ability. They are widely used for general ventilation and exhaust 
where duct systems are required, and for wash rooms, boile: 
rooms, restaurants, or wherever circulation through a limited 
area is indicated. Compact, easy to mount and quiet in opera 
tion, these blowers are designed to deliver large volumes of air 


at extremely economical cost 


HOUSING AND WHEELS — The arc-welded 
16-gauge steel, with sturdy spot-weided mot 
for efficient operation and are dynamica 


support the rigid riveted wheels 


MOTORS — Available in all types of current characteri 
requirements Single phase motors are woo! packed 


resilient- mounted for quiet operatior Three-phase 


ball bearing, are rigid mounted. U 


nits with sin 
shipped from stock as follows 
Size O—Permanent split-capacitor type 
Y% —Split-phase type 


BLOWER PERFORMANCE DATA Sizes 1 





Model Motor Blower Fr . Shippe 
No. | HP. RPM Air : corey ROTATION AND DISCHARGE 
aa are constructed as star I 

0 1/20 77 184 


tion Dut can aiso be turnishe 


y 1/20 wise when so s} i. Housings may 
turnea é y ne iitlerent ways at 


lischarge dire 
FINISH 
enamel! tor du 


CUSTOM FEATURES 


avalilabie tor itsid 











quirements 


CAPACITIES —These } 


rated ir rda 


GUARANTEE 


i agains 


‘ 


B 
BLOWER DIMENSIONS 





Mode! Ne Wheel Bo 


4% 








ertified Dimension Pr rnished on Request 


tHE Poorkess.Clectuig COMPAN 
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Businessman! 


WHAT WILL THE 1950 CENSUS 
DO FOR YOUR BUSINESS 2 


CONSUMER MARKET INFORMATION 

Phe 1950 Census will provide a huge ameunt of informa 
on about the characteristics of the consumer market. It 

you groups li vhere 

I y have and hey need in the of com 

sets down to 
te survey of 
i. It will not only 

but what they need 


ell them! 


here proved transportation and shipping 


ire needed better harbors and waterways 


tepped-up Public Service 


vhy the 1950 United States Census is vital to your 


is-Taker is not just “count.ng 
tf existing condi 
mg edu i 
nfidential as 
1eSE things 


vay when 


WHAT ABOUT THE OTHER FELLOW? 


But! What ab he people who work for you? The man 


tl fellows in the 


ut the Census? 


s to get the 


lk about it 


ha ¢ It tfit is 


too big for that, direct a Census information memorandum 
to all your employees. Post information on the bulletin 
boards. Run a Census story in the company house organ 


lalk about it. Every way in 
work for you to cooperate with the Census 


vet the peopl @ ho 


WHAT DOES THE 1950 CENSUS MEAN TO 
YOUR EMPLOYEES? 


Better schools 


sch 101 buses school hunc hes It 


means finer roads, bridges and highways 


increased 
transportation facilities improved safety regulations 
It creates more efficient Public Service and furthers ade 
quate distribution of utility services such as te lephones 


gas, water and electric powel It w 


parks playgre unds, recreation areas and 


ill help your commu 
rity plan better 
housing. It will mean higher living standards and accurate 
congressional representation The ¢ ensus 1S everybody's 


' 
voice in Americas future 


YOU OWE IT TO YOURSELF... 
Mister Business ul t \ 
munitv! Put é 1 behind the 1950 United States 


Cens is for an even better country to live in... the best 


business and your com 


country to d 


Published in the public interest by 


McGRAW-HILL PUBLICATIONS 
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GREATEST DAY in the life of the farmer is the day electricity arrives—making it possible for him to enjoy all the comforts 


and conveniences of electrical living plus the efficiency and cost-savings that it introduces to his farm operations 


Sell Eleetrical Farm Mechanization 


While Farmers Cash Income bulges 


Continued high level prices on farm products—crops and 
live stock—plus government parity payments guarantee con- 
tinued high-level cash income to farmers, make selling elec- 
trical modernization and mechanization of farm life and 


work profitable for the salesman with the right know-how 


By Arthur W. Hooper 
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OF ALL THE MANY USES for electri- 
cal equipment on the farm, drying hay by 
using a duct system and blower appears 
to have captured completely the farmer's 
interest—and for good reason. Hay must 
be dried or cured before it is stored in 
the barn, and during the curing period it 
is subject to all the dangers of damage 
from dew, rain and excessive sun bleach- 
ing By means of fan forced air the 
farmer can partially cure hay in the fields 
and complete the drying by forcing air 
through it after it is stored in the mow 
Latest application of this method (see 
photos at left) allows the farmer to cure 
the hay right in the fields by using port- 
able blowers and simple slatted rack con- 
struction. REA photos 


BELOW Farmers should be made to 


understand the necessity for providing 


for future use. When they hitch more 
ind more machinery to volts the rise in 
load” will go up steeply Westinghouse 


PRICAL WHOLESALING—May, 1950 





FILLING the hopper of an automatic poultry feeder takes ELEVATOR 
the farmer only a few 


at the end of an 
minutes. G. E. photo 


electric barn cleaner filling a 


spreader allows the farmer to save many hours. (. EF. photo 


FARM WOMAN 


nany other farm 


must save time for such jobs as sewing, gardening 


care of poultry and 
modern labor-sa 


jobs in crop production The ing electric kitchen 


in these davs, helping out with 


praver. REA phot 


is the answer to he 





ssReNtTTt 
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tl 
enable them 


wome double tl 


BALED HAY being dried by means of a portable blower—saving the farmer not 
only time and labor but also insuring his crop against adverse weather. G. E. photo 


vv a . 


i 


ELECTRIC MOTORS have been put to work doing at least 53 jobs on the farms 
Shown here is a portable motor driving a 30” circular wood saw (5. E. photo 
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Distribution In Today’s Business 


Demands Creative Salesmanship 


Selling must begin with the engineer at the drawing board 
and application and service engineers must be available to 


give creative salesmanship its greatest chance for selling 








By Chester H. Lang 


Vice President, Apparatus Sales 


General Electric Company 


Snap Judgments 


Karsh phot: 


Chester H. Lang 
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MANUFACTURING ADDS ONE VALUE 





It changes raw materials into a useful form. Curtis Lighting photo 


DISTRIBUTION ADDS TWO VALUES 


It delivers the product to the place where it can be used. Here the salesman is 
selling a lighting job to the board of directors of a large chain store organization 
Ewing Galloway phot 


It delivers the product at the time it is needed The lighting fixtures are in 
stalled and ready to do the job described by the salesman. Leader Electric photo 
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Load 


Skeptic Clansman Procrastinator 


How To Crack The Tough Ones 


Here are some useful tips on how to handle the 
tough guys who have fallen into some fixed habits 


of keeping salesmen coming or going 








By Edmund Mottershead 


es ee ey 


Dead-pan Pete 
j 


rhe Skeptic 
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Yes-man Dead-pan 


. 3 


(Jrasshopper Changeable 











rhe “Yes Man 
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The Procrastinator 


The “Clansman 


Changeable Charlie 
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AUTOMOTIVE IGNITION causes characteristic interfer MILD DIATHERMY interference shows up as a central band 


ence in form of broken horizontal lines of irregular pattern Across picture in characteristic marble frosting” pattern 


What You Should Know About 


Power companies are not always to blame for poor reception and fogged- 
out pictures says engineer F. L. Greene in presenting the eight most serious 


causes of television interference — and what can be done to reduce it 


Diathermy Equipment 


Ignition Systems 
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SEVERE DIATHERMY interference spreads all over the TUNGSTEN LAMPS of the old zig-zag filament design 


picture area, also in the typical marble frosting pattern mav emit oscillations which result in two horizontol bands 


Television Interference 


Dungsten-Filament 
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HOUSEHOLD APPLIANCES may produce “sand paper” or HOUSEHOLD APPLIANCE interference when severe causes 
snow” patterns which, when mild, dot the picture received obliterating “snow” pattern. Commutators are worse offenders 
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NEIGHBORING RECEIVER may emit radiation causing di- NEIGHBORING RECEIVER emitting strong radiation may 


agonal slashes to appear on the screen if the signal is moderate result in inversion similar to that of a photographic negative 


Power-Line Interference 


Appliances 
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It Takes Sales Power 


By J. H. Jewell 
Vice President in charge of Sales 
Westinghouse Electric Corp.” 





are 
paigns and 


sales dol 


1. H. Jewell 


power 


multi 


If we are to keep these giant 
machines busy and reach out for 
the markets that will help our in 
dustry grow still further, it is go 
ing to take sales power on a scale 
which we have never attained be 


tore 


Electric power is sold 


only when someone is sold an 

electrical product which utilizes 

that power 
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To Sell Electric Products 


To continue expanding your markets you must know what kind 
of sales power is required by the three major types of buying 





The Kural Market 
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IMPULSE BUYING moves small cost items for your dealer customers when you 


help them display the items properly in order to capture loose-change sales 
f i f & 


Ihe Commerc 
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It Takes Trained Salesmen 


CONSIDERED BUYING requires that your dealer customers 
know what, why and how the product will benefit customers 


a NA i INE 


SPECIFIED BUYING demands that your contractor customers 


know the exact specifications and applications for the product 
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National Association of Electrical Distributors 
FORTY-SECOND ANNUAL CONVENTION 


Convention Hall—Atlantic City, New Jersey 
June 11-16, 1950 


ADMISSION BY BADGE ONLY—TO ALL CONVENTION SESSIONS, 
CONFERENCE BOOTH CENTER AND MATERIALS HANDLING EXHIBIT. 





OFFICERS 
D. M. SALSBURY—President of N.A.E.D 
R. M. JOHANNESEN—Vice-President and Chairm 
ratus and Supply Division 
W. G. PIERCE, JR.—Vice-President and Chairmar 


ance Division 


EXECUTIVE COMMITTEE 
D. M. SALSBURY Westinghouse Electr 
¢ New York 
HARRY ALTER > 
R. J. BROWN—Genera! Electric Supply Core 
G. F. HESSLER—Graybar Electric Co., Inc., New York 
R. M. JOHANNESEN—Johannesen Electric C Inc 
boro 
Cc. E. MASON—Novelty Electri 
W. G. PEIRCE JR.—Peirce-Phelps, Inc 


Chairman Supply 
The Harry Alter Co., In Chicag 
C Bridgeport 


Greens 


Philadelphia 
Philadelphia 


BOARD OF GOVERNORS 
H. B. VAUGHAN—George H. Wahn Company, Bostor 
F. E. STERN—Stern & Company, In Hartford 
C. McKEW PARR—Parr Electric Co., Inc., Newark 
BENJAMIN GROSS—Gross Distributors, Inc., New York 
HERBERT METZ—Graybar Electric C Inc., New York 
R. A. STOTT—Tri-State Electric Supply ¢ Hagerstown 
G. F. KINDLEY-—Edgar M Washingtor 


Sal ( 
rris Sales 





Charleston 
Tampa 


Knoxville 


WwW. H. BUTTS—Butts’ Electrical Supply Ce 

W. J. PINKSTON—Electric Supply C Inc 

H. D. RODEN—Roden Electrical Supply C 

E. J. RUETH—Frankelite Co., Cleveland 

1. W. DANFORTH—Danforth Company, Pittsburgh 

F. R. EISEMAN, $R.—Revere Electric Supply Co., Chicago 

HARRY ALTER—The Harry Alter Co., Inc., Chicago 

FRANK ARGAST—Farre!!-Argast Electric C Indianapo 

W. E. GUY—Graybar Electric C Inc., Chicago 

TITUS B. SCHMID—Crescent Electric 

K. G. GILLESPIE—Jenkins, Wholesa 

J. P. HAMBLEN—Southern Electric Supply C Houston 

C. M. MACKEY—Westinghouse Electric Supply Co., Dallas 

E. E. BUERKEL—Incandescent Supply Co., San Francisco 

F. G. GOSS— (Chairman- Pacific Zone Electric Supplies 
Distributing Co., San Diego 

W. M. JEWELL—Westinghouse Electri 

E. B. INGRAHAM—Times Appliance 

R. 5. BROWN—Genera! Electric Supply Corp., Bridgeport 

JOHN M. NEWTON—Oakes Electrical Supply Co., Holyoke 

D. M. SALSBURY—Westinghouse Electr Supply Co., New 
York 

G. F. HESSLER—Graybar Electric C Inc., New York 

Cc. E. MASON—Novelty Electric Co., Philadelphia 

R. M. JOHANNESEN—(Vice Chairman of Board)—Johanne 
sen Electric Co., Inc., Greensbor 

W. G. PEIRCE, JR.—(Vice Chairman of Board} 
Phelps, Inc., Philadelphia 


Supply Co., Dubuque 
e Division, Kansas City 


Supply Co., Seattle 
Inc., New York 


Peirce 








SUNDAY—JUNE 11, 1950 


Hotel Traymore—Meeting of Board of Governors. 

Afternoon 

1:00—Registration in the Main Lobby of Convention 
Hall. 


MONDAY—JUNE 12, 1950 


Morning 
9:00—Registration in the Main Lobby of Convention 


Hall. 

10:00 to 12:00 Noon — Conference Booth Center and 
Materials Handling Exhibit open. 

10:30—Meeting of Industrial and Commercial Lighting 
Committee. 


Afternoon 
2:00—Session for Members and Guests 


MEETING OF APPARATUS AND 
SUPPLY DIVISION 


Mr. R. M. Johannesen, Chairman 
Opening address—Mr. Charles E. Wilson, president 


of General Electric Company. 
Panel Discussions. 
4:30 to 6:30—Conference Booth Center and Materials 
Handling Exhibit open 


TUESDAY—JUNE 13, 1950 


Morning 

8:30—Registration in the Main Lobby of Convention 
Hall. 

9:30—Session for Members and Guests. 


MEETING OF APPARATUS AND 
SUPPLY DIVISION 


Mr. R. M. Johannesen, Chairman. 

Address—Mr. R. Stafford Edwards, president of 
Edwards and Company, Inc. 

Report of Industrial and Commercial Lighting Com 
mittee—Mr, L. E. Barrett, Chairman. 

A Special Presentation—(Under the auspices of the 
Industrial and Commercial Lighting Equipment Sec- 
tion of NEMA.) 

May, 1950 
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"An entertaining and dramatic approach to better 
marketing of lighting by distributors. This show will 
employ an ali professional cast under the direction of 
the internationally known theatrical agency, Sherman 
Dryer Production. These people have been able to 
explain to the public the mysteries of atomic energy 
and the Einstein principle. They will undertake their 
toughest assignment, when they try to show members 
of N.A.E.D. how to be successful in the sale of lighting 
Come and be amused as well as amazed." 


Afternoon 
2:00—Session for Members and Guests. 


MEETING OF APPARATUS AND 
SUPPLY DIVISION 


Mr. R. M. Johannesen, Chairman. 
Address—Mr. N. J. MacDonald, Vice President of 
the Thomas & Betts Co.., Inc. 
Panel Discussions. 
Address—''Private Enterprise at the Crossroads’ — 
Dr. Edward F. Willett, Department of Economics 
Smith College, Northampton, Massachusetts. 
4:15—Elections—Apparatus and Supply Division. 
Mr. R. M. Johannesen, Chairman, Apparatus and 
Supply Division, presiding. 
4:30 to 6:30—Conference Booth Center and Materials 
Handling Exhibit open. 
Evening 
7:00—Hotel Traymore—N.A.E.D. Father and Son Din 
ner. (For Members Only.) 


WEDNESDAY—JUNE 14, 1950 


Morning 

8:30—Registration in the Main Lobby of Convention 
Hall. 

9:30—Session for Members and Guests. 


GENERAL CONVENTION SESSION 


Apparatus and Supply Division—Appliance Division 
—Mr, D. M. Salsbury, President, presiding. 

Address of Welcome—Mr. Charles G. Pyle. 

Address of President—Mr. D. M. Salsbury. 

Presentation of Certificates of Honorary Life Mem- 
bership. 

Presentation of Junior Achievement Award by Mr. 
Francis E. Stern, Chairman, Junior Achievement Com 
mittee. 

Address—"Electrical Products Distribution, Yester 
day-Today-Tomorrow, |900-1950-2000""—Mr. O. Fred. 
Rost, Editor of ELECTRICAL WHOLESALING. 

Report of Association's Counsel—Kendall B. De 
Bevoise, Esq. 

Report of Finance Committee—Mr. A. H. Nicoll 
Chairman. 

Address—"'Nothing Happens Until Somebody Sells 
Something!""—Mr. Arthur H. (Red) Motley, President 
of Parade Publication, Inc 

Afternoon 

12:15—Elections—Appliance Division—Mr. W. G. 
Peirce Jr., chairman, Appliance Division, presiding. 

12:30—Election Meetings for N.A.E.D. Zones. 

1:30—Hotel Traymore—Luncheon and Organization 
Meeting of Board of Governors. 

2:00 to 5:00—Conference Booth Center and Materials 
Handling Exhibit open. 
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Evening 
6:30 to 8:00—Hotel Traymore—Annua! Cocktail Party 
for all Members and Guests. 


THURSDAY—JUNE 15, 1950 


Morning 

8:30—Registration in the Main Lobby of Convention 
Hall. 

9:30—Session for Members and Guests. 


MEETING OF APPLIANCE DIVISION 


Mr. W. G. Peirce, Jr., Chairman. 
Address—""The New Radio-Television Distribution 
Patterns"—Mr. Joseph B. Elliott, Vice President in 
charge of RCA Victor Consumer Products, Radio Cor 
poration of America. 
Report of Convention Resolutions Committee—Mr. 
Harry Alter, chairman. 
Afternoon 
2:00—Session for Members and Guests 


MEETING OF APPLIANCE DIVISION 


Mr. W. G. Peirce, Jr., Chairman. 
Address—Mr. G. P. F. Smith, President of Norge 
Division, Borg-Warner Corporation. 
Panel Discussions. 
4:30 to 6:30—Conference Booth Center and Materials 
Handling Exhibit open. 
Evening 
6:30—Hotel Traymore—Board of Governors Reception 
and Dinner for Honorary Life Members. 


FRIDAY—JUNE 16, 1950 


Morning 
9:30—Sessior for Members and Guests. 


MEETING OF APPLIANCE DIVISION 


Mr. W. G. Peirce, Jr., Chairman 

Address—Mr. W. E. O'Brien, General Sales Man 
ager of Toastmaster Products Division, McGraw Elec- 
tric Company. 

Special presentation of the Warehousing Commit 
tee—Mr. A. J. Parsons, chairman. 

Panel Discussions. 

Adjournment. 


SPECIAL INTEREST FEATURES 
CONFERENCE BOOTH CENTER—Main Arena— 


Convention Hall. 


MATERIALS HANDLING EXHIBIT—Main Arena 
—Convention Hall. 


An INFORMATION POST will be maintained in 
the Main arena of the Convention Hall by The Satur 
day Evening Post for the convenience of members and 
guests attending the Convention. The Information Post 
will feature a paging service, telephone service, secre 
tarial service, and general information center 


LADIES’ BINGO PARTY—Hotel Traymore Sun 
Deck on Wednesday, June 14, at 3:00 P.M 





\ No. 2905 with BHX-12 
extension piece 


i ae, 


AUSTIN BOX HANGERS ‘sou wes" 


A HANGER FOR EVERY JOB! 


STEEL CHANNEL BOX HANGERS 
Stronger, Lighter, Easier to Handle... 


Give Perfect Alignment, Complete Flexibility 


BOTH TYPES OF ’ 
HANGERS EQUIPPED 
WITH LOCKTITE SET SCREW STUD No. 2919, 161A" univer. = 


sal honger 
No. 2919-A, 2214". U.S. Pat. No. 2,233,334 
Canadian Pat. No, 413,143 


No. 2918, 16” to 19” sleeve type 
No. 2918-A, 24” to 30” 

Shown inverted to ac- 
commodate shallow box 


No. BHX.12, 12” sleeve 
extension 


No. 2900, 18” straight hanger. 


ey a i 


No. 2905, ¥%" offset hanger, 
18”. No. 2905-A, 25%” 


No. 2915, 1¥" offset hanger, 
18”. No. 2915-A, 2514" © oa, 
No. 2910, 11146" box 
No. 2920, 12” old work cleat hanges, 21 





—EEEE———_ hanger. 


SOLID STEEL BOX HANGERS 
Position Quickly, Easily, Accurately 





a U.S. Pat. No. 2,233,334 
we HT Canadian Pot. No. 413,143 


No. 1919, 16%" universal hanger 


with spur. No. 1919-A, 22'4” 


No. 1900, 18” straight hanger 
“" 
‘4 





No. 1900-A, 25 


No. 1904, 6" offset Ww 
hanger, 18" 


No. 1904-A, 25% 


No. 1905. 114" offset 
hanger, 18 
No. 1905-A, 25% 


No. 1915, 1'Vie"' offset 


hanger, 18 — 
No. 1915-A, 25% | | 


No. 910, 1I''’6 
box cleat hanger 
21 
2 








No. 1917, 14%” un 
versal “S” hanger 
No. 1917-A, 22% 


=> ‘ 
No. 920, 12" old work The TH. BE. Austin Company 
nh 
— NORTHBROOK, ILLINOIS 


Write for Information and Prices. 
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cer” 


a 
4 
or 


“DRIVE-IN” 


CABLE STAPLES a 
9 


No spreading or 
buckling with Austin 
staples! Mode of 
heavy, selected temper, round 


edge flot wire with shorp, burr 
free points 


Fiat across top —> 
—no spreading 
or buckling 


The shoulders 
are squore ond 
strong—drives 
easily ond ac 
curately 


long taper to 


/t 
point — staple ' \ | 
the first top of | + 


held firmly at 
hommer 





No. 360 

Made for armor 
ed cable. Avail 
able without 
indenture in top 
for non-metallic 
sheathed cable 

Cat. No. 36) 


No. 362 


Designed specifi 
cally for non me 
tallic sheathed ca 
ble. Made shorter 
for easier driving 


Stomped of 

heavy, selected 
temper, round 
edge flat wire 


Shorp, burr. free 
points—staple 
starts easily in 
any wood 





No. 363 
The new stopie 
is specially de 
signed for small 
diameter non 
metallic sheath 
ed cable. Small 
size — easier 

to drive 


Austin staples are conveniently packed in 
sturdily mode, metal edge cartons of 100 
ond 500, ond in cases of 2500 





The THE. Austin Company 


NORTHBROOK, Ii LINOIS 
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Help Your Dealers Get More Sales 


Through Better Use of Displays 


eT ror tive 


Why use displays 


What are displays | f 


ile 
APPLIANCES. This hutch cupboard display 

has a gaily decorated motif in eight colors 

created by artist Peter Hunt A complete 

walk-around display, it is five feet high 

and is completely self supporting. Unit is 

jesigned for use with complete assortment 

of Universal electric housewares and inter 

hangeable cards that tie in with spring and 

summer sales events Landers, Frary & 


Clark, New Britain, Conn 


‘ 


SCREW DRIVERS. This metal display is 


FAN. This motion display is constructed 
of heavy-durable cardboard and is easily the self-merchandis ng type and is designed 
aeseeS ov perveys on verheeted os for wall use Constructed of meta ¢ 
trich attempting to escape the Gaiched in erenge ond bleo . 

and is motivated by the escortment of serow drivers ond © 
12-inch fan. Designed for window, counter to cover the needs of mechan 


é Cc 


r sales floor use, the unit includes a supply plumbers and home owners 


of the display easily; refills 


# promotional materia! stress ng the fea 
prices of the manufa 


& Myers, Inc., Spring 


without disturbing display 
Fuller Te 


Bronx 59. N. Y 


tures, ratings 
turer's line 


field, Ohio 
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ther face to face ‘ I 
When to use displays. 


ot ever, 


Where to use displays 
cat hye put ‘ effect 


ry; 


LAMP ADAPTER. Four-color, die-cut, three 

unit display for its oil lamp adapters and 

Candle Flame and Candylbeme lamps has 

been announced by North American Electric 

Lamp Co., 1014 Tyler St., St. Louis, Mo. An 
ELECTRIC CLOCKS. To announce two new actual size converted oil lamp is reproduced Ul $F counter constructed of 
clock assortments Telechron, Inc., has intro die-cut, in the center piece with perforations onc ir s0d and trimmed in chrome 
duced its ‘‘Tell-Sell” clock display for win for displaying three types of adapters ccupies a floor area of only 32" by 40" and 


dow, show case, or counter use. Lithographed smaller side panel units display two types of s 48 inches in height Lighted by four 
the three-dimensioned cardboard display is amps. Designed for counter use, the display fluorescent lamps the display has sliding 
18" high, 21" wide and 17" deep; locks shows how the three types of adapters are nel doors in base where space is provided 


locks to display and conceals cords; holds n converting oil lamps to electric lamps r stock storage For full details write 
four clocks. Telechron, Inc., 252 Main St r Die Casting C Touhy Avenue at 


Ashland, Mass r hicago 45, Ill 


ay cabinet 18 

deep is designed 

tment of friction tape 
Advertising message at top 
pace for inserting prices 
r sizes of tape. Offered 

s of friction tape 


canton, Mass 
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FLASHLIGHT 


artons 


BATTERIES 


carry ¢ theme and 


= nee 
syme 
featured in 
tional advertising campaigns. The 
and 48-cell sizes 


batteries 


red-headed Burgess zebra na 


merchar 


disers come in |2-ce The 


12-cell carton displays 
48-cell 


des 


n upright 


position carton shows tne batteries 


n their s Burgess Battery C Freeport 


PUSH BUTTONS 


push ¢t 
permanent 
dJurabie board 

Complete 


with 
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LAMPHOLDERS 


ustrates 


display 
flood 


home for 


beam 
the 
tor satety and 
d r night 
signed as ana 


piece Steber 


NCANDESCENT 


WHOLESALING 


and 


time re 


Deauty atility salety 


This three 


suggested uses 
spot 
Jecorative 
utilit 
reation 


year-round retail 


amph Jers 
ghting 
y, and lighting for out 
Unit 
pro 


Manufacturing C« 


LAMPS 


ntains @ 


sealed 
around 


ight ng 


s de 
mot 


Broad 


6 


flee t 


f 


by 8/4 inches an 


with 


oo 


- 


ry 


tolds 
the 
ng 


rf 


t 
f 


rewe 


4 


ter 


‘ 


' 


aie 


Jesigned 


3s twe 


ve 


measures 


hes 


high 


ustratior 


cut 





slots 











PRESSURE CONNECTORS 


These five lug models comprise a line of 
pressure connectors for use with copper, alu 
minum or steel wire in sizes from 14 AWG 
to 500 MCM. The tightening bolt, quide 
nut and contact pad of each connector are 
made of steel. The lug body is formed of 
hard-drawn electrolytic copper. Entire unit 
is cadmium plated and each is a complete 
assembly, according to the manufacturer 
The three smaller sizes can be installed with 
a screwdriver; the two larger units with a 
wrench. The connectors are listed by Under 


writers’ Laboratories, Inc 


@ POTENTIAL MARKETS 
Industrial 
rural and residential buyers 
tric Products Corp., Chamber 
Building, Pittsburgh 19, Pa 


Electrical con 
tractors commercial! institutional 
National Elec 


»— Commerce 


ELECTRICIAN’S TOOL 


This tool for making solderiess electric 
nections is capable of se icing all wir 
718 to 


terminating all wire sizes from +16 


binations from tw three 


according to the manufacturer t 


rates a four way crimping action 


designed to be equally effective 
stranded, or combinations of solid and strand 


ed wires. To weighs one pound 


@ POTENTIAL MARKETS Electrical con 
Commercial! and industrial buyers 
Electrical Products Corp 1290 


Hillside, N. J 


tractors 
Buchanan 
Central Ave 


92 


BUS DUCT 


Designed for outdoor or indoor service, a 
bus duct is intended for high-voltage in 
Features include: All electrical 
connections are bolted with silver-plated 
enclosures consist of non-magnetic 


stallation 


surfaces 
housing with gasketed covers and joints; ex 
pansion joints are furnished in housing and 
bus wherever necessary; copper ground is 
provided: necessary protective and/or meter 
ing apparatus can be applied wherever re 
mounted on insulators of 


spaced and braced to 


quired. Bus is 
maximum strength 
withstand the full 
might result from phase to phase or phase to 


mechanical forces that 


ground faults, according to the manufacturer 


@ POTENTIAL MARKETS: Utilities 
engineered to individual 
Federal Electric Products Co 
Products Div 

N.Y 


Unit is 
requirements of 
Cole 
4300 Crescent St 


buyers 
Electric 
Long Island City | 


INCANDESCENT FIXTURE 


A feature of this recessed incandescent fix 
ture is the running of rubber covered wire 
directly to the fixture 
required. An insulated junction box on the 
side of the fixture keeps the heat below 


asbestos wire is not 


60° C. limit for rubber covered wire 
have approved 


Jerwriters Laboratories 


does 
dings. The 


feature for ordinary construction and 
not limit it to fire-resistant bu 
eliminated by 
nf 


need for carpenter work is 
mounting ears on the boxes and the use 
bar hangers which staple to the joists 


MARKETS: Electrical con 
institutional and in 
buyers The Kirlin Co 3435 E 
Detroit 7, Mich 


@ POTENTIAL 
tractors Commercial 
Justria 
efferson Ave 


ELECTRICAI 


CIRCUIT PROTECTOR 


A secondary-operated primary opening, this 
is designed for use with 
It con- 


circuit 
gas tubes in high-voltage circuits. 
porcelain receptacle 


protector 


sists of a 
and a non-renewable fuse which screws into 
the receptacle. Primary of the fuse is 7 am 
125 volts or less, with secondary 
>f 7,500, 9,000, 12,000 and 15,000 
Manufacturer states that the 
is (1) @ broken or 
much tubing for the 


permanent 


peres aft 
ratings 

ts available 
fuse will blow if there 
tube, (2) too 


{3} an open circuit in the sign 


leaky 
transformer 
wiring, (4) incorrect gas pressure in the tub 
ing. Both receptacle and fuse are approved 


by Underwriters’ Laboratories, Inc 


MARKETS 
and industrial buyers 


Electrical con 


@ POTENTIAL 


tractors. C 


mmercia 
Recommended by the manufacturer for use 
n protecting outdoor and indoor gas-tube 
signs lighting and inside lighting 
acting to protect signs against open-circuit 
reduce fire 


outline 
overload operation and to 
hazard by 
f the capacity of the transformer. Economy 
Manufacturing Co., 2717 G 


Green 
Chicago 14, Il 


miting maximum voltage to that 


Fuse and 


view Ave 


6 


MASONRY DRILL 


nd with durable wire that spirals out the 
and chips automatically, this drill for 
sonry, brick, tile, concrete, etc iS aval 
n round shank styles from '/4-in. to I-in 
sizes inclusive. The bits can be used in any 
slow-speed rotary dr according to the 
EES ee 
@ POTENTIAL MARKETS: Electrical con 
actors Industrial and commercial 


r buyers 
The Peine 2947 Carr Ave 


Chicago 
1950 
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CABLE REEL 


Designed to expedite distributor handling 
of al types of wire and cable, this automatic 
reel permits a single operator to transfer 
quickly accurately-measured lengths of cable 
wire rope, messenger strand, etc from pay 
out to take-up reel, according to the manu 
facturer. It is equipped with two 1|10-volt 
a.c. motors for plug-in operation on stand 
ard lighting circuits. A control lever is pro 
vided to raise and lower take-up reels on the 
motor-driven loading platform, while the 
driving arm is foot-pedal operated with ir 
terlocking controls, four driving speeds, and 
self-aligning driving pin designed to fit a 
makes of reels 


@ POTENTIAL MARKETS: Large electrica 
contracting firms, mines, quarries, etc. Marion 
Electric Cx 21650 Wyoming, Detroit 20 
Mich 


COLUMN LIGHT 


This column light has a porcelain-enameled 
stee! reflector that is 20'/2 inches in diame 
ter A wiring is fully enclosed inside a 
e-yoke h w-arm construction that 
rts a bDurtit-in weatherpr # cast alu 
splice box ¢ which supplementary 
r floodlights can be added The dome s 
s threaded to take up t five « 
ghts and has a able cast aiumin 
cover The colu ght designed r 
norma! base-up burning of 300 and 500-watt 
standard line lamps or for bi-post lamps ir 


the 500, 750 and 1000-wat? sizes 


@ POTENTIAL MARKETS: Ele 


tractors. Commercial, industrial and 


tional buyers Recommended by the mar 


EXPERIMENTAL sun-heat coin machine wos des gned fo illustrate a possible use 
of sun and heat lamps. I/luminating engineers point out that the effectiveness of 
o sun fomp is greatly increased when if is used in conjunction with ao heat 


lamp 
which conditions the skin for tanning by cousing a mild perspiration 


Coin-operated 


machines such as these ore seen os having application in hotel rooms, docto 


dentists waiting rooms, beauty shops, lounges, railrood and bus terminals 
General Electric Co., Nela Pork, Cleveland 12. Oh 


facturer for use at gas ne stations, parting 
places, playgrounds, railroad platforms, fac 
Stone Manufac 
turing Co., 489 Henry St. Elizabeth, N. J 


tory yards, parkways, etc 


“as => 


\ —SS ee > / 


FLUORESCENT FIXTURES 


GYMNASIUM LIGHTING UNITS 


Line of ‘‘Alzak 
un ghting ur 
and recessed 
engineered 


tected with 


TENTIAL MARKET 
Institutior 


j 4 


The Edwin F 
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otes from N.A.E.D. 


By Alfred Byers 


Assistant Managing Director and Secretary 
National Association of Electrical Distributors 





THE FORTY SECOND 


and s/ 
program 
ha made a 
] ly 217 ‘t 
e advancement 
| the great indus 
by their construc 


predict, as the higi 


ay that 


AREA MEETING AT BOSTON 


FATHER AND SON DINNER MEMBERSHIP 
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Prichard, NAED‘s new spec Reduce Inventory up to 90% / 


representative ire bearing 

New members tn the Appliance Divi 

sion and in the Apparatus and Sup er / 

ply Division are being enroll ease Turnov . 
steadily For 1 members ire Incl U 


beter ¢ 


a Few IN 


WITH JUST 





1-MOVING DISPLAY LIGHTS) 


FORM HUNDREDS OF FAS 


Y: s, that’s right! Only a normal supply lighting fixtures i removable hood 
of the most popular Swivelite arrange- Full details in w catalog. Write 
ments plus a few basic “Adapt-A-Units today — Amplex Corporation, Dept. 45 
gives you a complete display lighting 117 Water Street, Brooklyn 1, N. Y 


line —lets you fill orders for any ar- 


rangement right from stock. What a sav- 


ing in money and stockroom space! 
——- 
j oe ee 


Plenty of sales appeal, too — for faster 
Interest Rates Keduced < 
turnover, bigger profits. Amplex 
Swivelites have exclusive, easier-action, Manufacturers of Display 
- Lighting Reflector Lamps « 
Non-tarnishing,  Colorbeam Display Lamps « 
Spotlights and Fioodlights 
«Ff vorescent Tubes . t 
ventilation. They're the only display Clips and Filters 


double-ball swivels 
non-blistering finish. Cooling, air-flow 
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WRITE FOR 80-PAGE MANUAL 


Crledllanes fot (Caviahmerar 


They take punishment and like it—these one-piece, pure copper 
lugs which afford brute strength without excessive weight, silver- 
plated for top performance. 


RY%) —_ 
LUGS 


Average 50°. COOLER than ‘‘Ordinary’’ lugs. 


Underwriters’ approved 


LO SOLDERLESS LUGS are engineered to permit maxi- 
mum wiring space where space-saving is paramount. 
100% re-usable ... no loss 


Each LO lug comes in a wide range of wire sizes from 14> 
to 600,000 cm.; easy to install with ordinary tools. Cost 
is much lower than coarse, bulkier cast lugs, although 
superior in performance. 


ILSCO COPPER 3 é PRODUCTS, INC. 


| NN A T - oe ar | 


Wholesalers Named To 
Chicago Show Committee 


Aggressive Selling Trend 
Noted At EEI Conference 
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»f describing t 
1 

se Of sSuggestior nd 
— ' +} 

wowerful method of selling pertected 
which consists of presenting 

so that the prospect 
" 


arrives at the deci 


North Central Convention 
Draws 162 Wholesalers 
ST. PAUL—The 1950 All 
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WHO’S GIVING WHO 
THE BUSINESS o-.. Are you 


getting your share of school and 
institutional lighting dollars? 


COMPCO’'S DUAL- DIRECTION 
LUMINAIRE HELPS YOU 
GET THE BUSINESS 


GLARELESS HIGH-POWERED 
LIGHT IS ESSENTIAL in school 
rooms, hospitals and institutions 
COMPCO'S 60/40 luminaire 
produces scientifically controlled 
reflected and diffused illumination 
with a maximum of efficiency 
Illuminated metal sides no 
dark spots no glass or plastic 
to crack, discolor, peel or chip 


IT'S A FIXTURE EASY TO 
MAINTAIN, easy to install, and so 
completely versatile. Equally adapt 
able to flush or suspension mount 
ing, singly, or in continuous rows 
Louvers swing open from either 
side for ready access to components 
and for quick relamping, or can be 
completely removed without tools 


Also available in 48” SLIMLINE (Model 644 
and 96” SLIMLINE (Model 648) 


You can't see ut here, but once you lay 
your eyes on a COMPC() fixture you'll 
see what we mean by extra COMPCO 
QUALITY. It's there in the attention to fabricating details, in the 
hardware, in the wiring, in the nationally known and recognized 
components. Yes, important too, is the integrity of a company 
that backs up its products with a rock- bound guarantee of performance 
And, you'll buy COMPCO products at competitive prices 
Write for our catalog and see 





COMPCO CORPORATION 


For the finest in Auorescent fixture 


2251 ST. PAUL AVE., CHICAGO 47 








First Planned Lighting 
Clinic Staged in N. J. 


ELIZABETH, N. J.—Approximately 
istomers and members of the light- 

ing trade attended the recent Planned 
Li li 1 in the Elk’s Audi 


It was the premier 





} 


and watch your 
PROFITS JUMP! 


Sure, there are big profits for you in IDEAL — even if you 








only sold a few of the scores of items in the line. But you 
strike the real profit bonanza when you sell the full line... 
It's BIG and its market is BIG — just about as broad as in- 
dustry! Profit margins are liberal. It’s the nationally adver- 
tised line; year-in-year-out IDEAL helps spot prospects for you 
through advertising in leading industrial magazines and by 
“bull’s-eye” direct mail. Right down to their metal-edged 
packages, IDEAL products are built to sell because they're 
built to help your customer Below are just some of the 


IDEAL products that can help you to substantially higher 


profits in this year and every year. Get your share of this big 


volume business. Sell the full line 


“WIRE-NUTS” ® /\. CLEANERS 

and WIRING TOOLS Hond - type vocu- 
° \ ai 

Wire-Muts'’ — the potented ae, SO Senne = 

solderiess, tapeless wire con pe = Petpet 

nectors — have been the con Z = to ads reas 

troctor's ond industry's standard \?- aS ae 

for over 20 years. Wiring tools eon elgg ts 

incl — 

nclude: B-X cable cuiters industrial cleaning, scrap-co!l 

voltage testers — fish tape lection, ‘weter pleh-u 

reels and pullers fuse re id 4 


ducers fuse clip clamps — 


test lites — fuse pullers — co MOTOR 


ble rippers—joist borers—wire 


skinners—FLUR-TEST fluorescent \ MAINTENANCE 
fixture testers EQUIPMENT 


> Commutater and slip 

4 . THERMO-GRIPS * ting resurfacers — com- 
ry q Resistance heating mutater cleaners — 
ft brush seaters—precision grind- 


principle soldering 
tools thet make diffi ers—mica vundercutters — com- 


cult soldering jobs in mutator saws — coil winder . Y > > shaca 
7 quater ewe <= cl winder Gould-Farmer Purchases 
testers — growlers 


N 

te nance easy. Sizes for ° ° 7 

nS every job New Building For Branch 
MACHINERY neta Mt a 

WIRE STRIPPERS sueaaees 


Production Brush 
—bench—sotory ond 


lewer types Also fo improve lathe ovtpyt — 
meus Stripmaster s. electric etchers—dust col 
lectors — tachometers 


production or mainte 


Live centers to speed ond 


a 


hond type 4 * 
O-Lap self-expanding 


*Potented No } “YY laps 


Sold Through America’s Leading Distributors 


demagnetizers — *' Xpand 





IDEAL INDUSTRIES Inc., Sycamore, HUlinois 
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EXECUTIVES and salesmen of the 
Midland Electric Co., electrical whole- 
saling firm of Cleveland, O. 


Wholesaler’s Open House 
Attended By Over 1,500 


CLEVELAN D—T Mi d Ele 


Announced By Graybe KITCHEN CLOCK DOOR CHIME 


NEW YORK 


That price tag puts Liberty’s Kitchen Clock Door Chime 
way ahead competitively. But price is only half the story 
—the quality is there, too. Silent, self-starting, U. L 
approved clock is powered by a trouble-free sealed-iti-oil 
movement. High-volume resonator type door chime 
sounds two notes for the front door, one for the rear— 
operates on any good bell transformer. The neat modern 
case, finished in white refrigerator enamel and trimmed 
in chrome, is right at home in any kitchen. 


Write for current catalog 


wwant 
is Size—9” high, 844” wide, 34%” deep (clock face 
5” square). Standard Package—6 chimes (in 
dividual gift packs). Shipping Weight — (¢ 
chimes) 28 pounds. 
LIST PRICE 


(Fed. tax on clock $1.00 extra) 


bel (IML 


SINCE 1924 MANUFACTURING COMPANY 


Nationally Advertised MINERVA, OHIO 


DOOR CHIMES, BELLS. BUZZERS, TRANSFORMERS, SIGNALING DEVICES 


$9 9° 
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raining supervisor 


y-appointed Minneapolis 


b 


STOPadSTART @ 
with ARROW-HART 


MANUAL STARTERS 
TYPE "RT" 


epartment 


with th Gus wg on o. ith headquar 
OVERLOAD PROTECTION ahi 


DESIGNED FOR 
DEPENDABLE OPERATION 
No. 1393 EASY MAINTENANCE 


Electric League Elects 
Simple installation, quick and easy inspection Wholesaler As President 
and maintenance are just a few features of the LOS ANGELES_M. RB Mart 
many you'll get in these compact, tough and f the Vert 
dependable manual starters. For instance, all 
components are readily-accessible from the front; 
— Tos there's plenty of room in the box for wiring; 
the unit can be serviced without removing it 


from the enclosure 


STOP and START is provided by the over-center 
mechanism. The heart-shaped cam-and-roll prin- 
‘ ciple is activated by torque-type spring to give 
No smooth 2-way operation, Simply push the START 
button for positive reset 
FCC Chairman Coy To 


There’s an A-H Type “RT” Manual Starter for eve ’ . 
eis yPs 7 pct cl wae Address RMA Convention 
requirement — standard, dustproof, weatherproof ; 


man Wayne 
and units only. Available in a wide range of phase, ( f the | 1 ¢ 
] 

voltage and horsepower ratings; up to 72 H.P 1 
No. 1395-W 


—————ranaTvs WRITE TODAY FOR LITERATURE TO 
CONTROLS and APPA 1605 HAWTHORN STREET 


RTFORD 6, C 
fa (fitinatag HARTFORD 6, CONN 


PERFORMANCE 


~——— 
THE ARROW-HART & HEGEMAN 
bd ELECTRIC COMPANY 
HARTFORD 6, CONN. U.S.A. 


BRANCHES IN: BOSTON, CHICAGO, CLEVELAND, CINCINNATI, DALLAS, DENVER, DETRO! 
Lo NEW YORK yracu 


T 
S ANGELES PHILADELPHIA SAN FRANCISCO s SE 
IN CANADA ARROW HART & HEGEMAN CANADA) LTO. MT. DENNIS, TORONTO 
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RELIABILITY 
PERFORMANCE. 


CROWD at booth of Raybro Electric 
Supplies, Inc., electrical wholesaling 
firm with headquarters in Tampa, at the 
Florida State Electrical Exposition was 
attributed to two factors: Antics of a 
bonneted and manicured pig named “'Gib 
son Pete,” and the invitation of a drink 
of cold water from the new Gibson re 
frigerator 





RCA Announces Color TY 
Transmission Progress 
WASHING 


/\RIROW + TUMBLER SWITCH 


“T’ RATED—10 & 20 AMPERES FOR 
ALL STANDARD CONNECTIONS 


These new back- or top-wired flush tumbler switches give you plenty 
of performance, profit and reliability. They install quickly and posi- 
tively. There’s no need to bend or loop wire — it goes straight into 
the unit from the back and is held firmly and permanently by o wire 
clamp. They're safer, too — there are no exposed wire ends. And 
they’re ideal for use with heavier (10 to 14) wire. Top-wiring with 
conventional binding screws is optional. 


FEATURES © HERE ARE A FEW 


Double switch blades protected by 2 Bakelite borriers to snuff arcing * Self- 
aligning double switch blades give positive connection with solid, one-piece 
stationary contacts ¢ Plenty of wiring room in the box * Switch mechanism 
is totally enclosed © One-piece base plate, with washer type ploster ears, is 
firmly locked into switch cover 

10 and 20 Ampere sizes cre available with Brown or ivorylite handles or as 
lock-type units; for 1- and 2-pole, 3- and 4-way, and single pole, quadruple 
break connections 
PR WRITE TODAY FOR LITERATURE ON THESE 


ae Y 
CALL YOUR por AND OTHER ARROW WIRING DEVICES 
ELECTRICAL JOB Address; 1605 LAUREL STREET 
FOR PROMPT HARTFORD 6, CONN 


service 


——— 


MT ARROW see 


DEVICES ELECTRIC DIVISION SWITCHES 


THE ARROW-HART & HEGEMAN ELECTRIC COMPANY 
HARTFORD, CONNECTICUT 
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primary colors—red, green and blue 
These colors blended into the natural hues 
of the original scenes being televised 
To show the complete compatibility o! 
RCA system, the color television sig 
nals were reproduced in black and white 
a standard monochrome receiver 
throughout the demonstration 


FITTINGS AND FIXTURES Binghemton Branch | 


B-I QUALITY Gives You tin ey, noni ueieaend Sao 


recently announced the open 


at 178 Water Street 


Faster Turnover 


opening a branch in 
ting s t ve “on the spot” serv 
j to ¢ rical contractors and met 
Repeat Orders site, ond to better supply the needs and 
istrial plants, it 
® s annou 1 he branch's showroon 
Satisfied Customers soou & cousjions Giger’ of walle 
tial ymmercial at industrial fixtures « 

\ s major and traffic appliances 
Greater Profits The new trench will be eeter 

nas F, Moulton 

Electric 
harter member 

of the Internationz 
ical Inspectors, 1s 
nd is chairmat 


of the eastern 


f the Bingham 
.F eim, who has 
ele trical supply 


yusiness for i eins alata years. T. | 
BLACKHAWK No, 711 BLACKHAWK No. 500 ; and Bruet will cover the 


Service Entrance Cable Fittings Sill Plates 


materials division for Cit 
ym tae Binghamton operation 


| be in charge t counter 


Lewt Corp. Head Gets 
Merchandising Award 
NEW YORK—The “Stars and Stripes 
wal f the New York University 


cho f 1 , Accounts and 
BLACKHAWK No. 450 BLACKHAWK No. 3626 Fo, oh i eee Ne 
Non-Metalic Cable Connectors Steel Clad Wire Hoiders ee 4 poe pe ; a : ys preg hyd 
Lew rp., Brooklyn, N. ¥ 

immediate delivery from adequate stocks to electrical wholesalers only he award 


Mr. Lewt t 


the most rwcessful met andising = = pré 
Write for free catalog grat 1949 ar ; 


BLACKHAWK INDUSTRIES 


DUBUQUE, IOWA 


Darrell 


Entrance Cable Fittings @ Sill Plates @ Cenduit Entrance Cops 
Connectors @ Staples @ Sex Supports © Fluorescent Breckets 
Cable Straps @ Yard Lights © Wire Holders © Locknuts and Bushings 
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POWER UP * @ aif” 


FITTINGS AND FIXTURES 


SLOGAN for Anaconda Wire and Cable's 
nationwide industrial rewiring campaign 


Anaconda Campaigns 
For Industrial Rewiring 


\s a result of an mdustry 
which showed that 9 out of 
dustrial wiring plant systems ar 
lete and inadequate, 
} 


and Cable Co. recer 


eee aanaiaeee BLACKHAWK PORCELAIN ENAMEL YARD LIGHTS 


Directed to ; 


CAEN  Bailé for Bright Profits 


electrical contractors plant maintenance 


rsonnel electrn I ‘ \ 
iy PA En eee he ais @ Highest quality porcelain enamel reflector 

Py «the onditior s 
systems with the vi © modernizing @ Cast iron head and flange — zinc plated 
them and providing e lis 
tribution capacity for present and futur Galvanized conduit extension 
needs, it was announced 

A new electrical wiring 
manual, entitled “POWER P 


Prepared.” is available as a guide tor 


independent reflector mounting 


Rigid design and construction 


electrical contractors and plant maunte 
sm mal me surveys \nacon F 


@ Wired with porcelain socket and No. 14 Type T wire 
Number Diameter 0.A. Length Watts 
514 14” 24%" 150 
512 yg 23%" 100 


Mitchell Names Russell 
As AevIENS enger 


Immediate delivery from adequate stocks to electrical wholesalers only 


na , Write for Free Catalog 
Mr 1} 1] j 


Mitchell's ihting tre, room BLACKHAWK INDUSTRIES 


onditiot 
I DUBUQUE, IOWA 


Formerly advertising manager of 
Culligan Zeolite C l 
many years as director 
sales promotion for sme’e refer ' Entrence Cable a 2 Sill Plates @ Condvit Entrence Cops 


Bex Supports @ Fiverescent Breckets 
tor and home laundr ulpmet livisi Ceble Straps @ Yerd tights © Wire Holders © Lecknuts end Bushings 
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Wholesaler Elected Head 

z Of Boston Elec. Institute 
Everytling you nee i acmes 
dent of the George H. Wahn Co., elec 
tri wholesal firm of this city, was 
Electric Institute 


thom WE Rite Sure en 


house Electric Supply 


Paine makes a complete line of anchoring devices 
for solid or hollow wall construction. There are 
anchors for wood and lag screws anchors for 
machine screws and bolts. You can get drills, 
screws and bolts that go with anchor shields or 
plugs for any kind of fastening job you can name— 
all from one reliable source. And if you need a 
special size or style for an unusual job, Paine can 
supply you at once. Why hunt around and waste 
valuable time? Order your supply today. George H. Weha 


ire! Other 


A few of PAINE’S Complete = RENCE 


Line of Quality Anchoring Devices 





X 


Fig. 910 Fig. 950 Fig. 955 
Expansion Bol Lead Wood Fiber Wood 
Anchors, B & N Type Screw Shield Screw Plugs 











Thee fiffy Line 


Established 1915 


Fig. 970 Fig. 980 Fig. 990 ~- ‘KINK FISH TAPE 


Machin ew eld Double Machine or Steel Conduit 

t » on 1g runs of 

Bolt Shields > en 4 + “ e etiff 

tape N reel necessary 

Can't kink or break. Aircraft cor 

WRITE FOR CATALOG t cable for strength, rustproof 
fi l ng protected 

0 feet lengths 


The PAINE CO. 2979 Carroll Ave., Chicago 12, Ul. Write for NEW LOW DISTRIBUTORS 


COST SHEET and complete Catalog 





Offices in Principal Cities 


Dept. 36, 1144 W. Washington Blvd 
Chicago 7, Illinois 
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Mf six ekly advanced lighting applica ] 
ons courses were completed recently. The = a ; k 
ses were sponsored by the Electri: the troffer tHtook 
tute of Boston, Inc. in cooperatior / a 
the Illuminating ] ngineering S / 


De partment 
1 D 


Slauer 
Dr 
ast Kelley 
land Machine & Electrix 
Meaker General Electric Co 
patrick, Leader Manufacturing 
lard Thompson 
Lo.; S. L. Cox 
Willard All 


Refrigeration Conference 
lo Be Held May 25.28 U LITE * 
The 1950 Midwest Refrigerati m anc , 
Refrig I the ONE answer to every troffer nee 


\ir Conditioni: & Educational Exhibit 
> 


“nd Conterence wil! } held 
¥ e ne {; 5.2 P 
rson i ly : nail ‘ 
3 Louis y " p 


" d”’ 
i - nplete new “package 
ci comes this dynamic development — a comp 


line that is far more... 


“Hand-Crafted” appearance with tailored trim 
° y 


12” grid 
¢ Infinite design freedom — any pattern based on 9 


20 sizes of popular standard and slimline lamps 
* Wide range of diffusing and shielding media 


One basic unit for 31,360 troffer combinations 
7 
Simplified ordering — one number for a complete row 
¢ Sim 


—or vice versa 
ickly converted to teebar 

hand canbe quickly 

e Flange types on 


i install — no joiners 
+ Complete units ready to i 


“ty 7 °o alg 
f re ision bui on adva ced t pe Vv ach ner easy t n 
: . 





With the same dependable, FULLY MAG 
NETIC principle, Protection for greater ¢ J ths 
current loads is obtained. Designed for d end KO's assure accurate foot-leng 
outdoor use, the enclosure is fully weather + Patented e 
proof. Box and cover may be locked in end of rows 
dependently. 

st GUTH 

HEINEMANN MAGNETIC CIRCUIT For full detail} call your neore in 869-G 
BREAKERS in this equipment act instontly dent engineer or write for Bulletin 
on short circuit, while time-delay unit pre _ 
vents unnecessary tripping. NO THERMAL 
ELEMENT. NO HEAT GENERATED. NO 
DE-RATING” FACTOR NEEDED. 


Send for New BULLETIN 2012. 
HEINEMANN ELECTRIC Co. IGHTING 
1 Lows 3, missouRt 


152 Plum Street 
THE EDWIN F. GUTH COMPANY ~ S$ 


Trenton New ini 
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KEYSTONE 
known for quality to 


TLECTRICIANS 


@ Visit the Keystone 
Booth — No. 18! — at the 
42nd Anaval Convention, 
Atlantic City, June 12-16 


VERY Wir 
uN t E ING 
- 


4Og Yo 


SELL CAN Use 


| KEYSTONE 


WIREWAYS AND AUXILIARY FITTINGS 


mits FASTER, NEATER, SAFER WIRING INSTALLATIONS. 
APPROVED BY UNDERWRITERS’ LABORATORIES, INC. 


If you're looking for extra profits on the 
wiring jobs you sell, you'll find they're easily 
earned simply by offering your customers Keystone 
square WireWays and auxiliary fittings. For the 
Keystone line is the quality line that fits naturally 
into almost any electrical distribution system. Pro- 
vides durable, dependable, permanent protection 
for main power lines... for feeders, branch circuits, 
control and signal wiring systems. Quickly, easily 
installed... saves time, facilitates electrician’s work 
Adaptable to any layout... assures a ,:eater, nicer, 
more flexible job as compared with’ piping and 
other improvised means. 


So, for greater service to your customers .. . and 
extra sales and profits for you... make sure you're 
stocked with Keystone—Interchangeable Square 
WireWays 4” x 4", 4” x 6", and 6” x 6” in 1’, 2’, 
3‘, 4‘ and 5’ lengths, flangeless with screwcovers 
or with flanges and hinge covers plus auxiliary 
fittings. Complete line of bar hangers and outlet 
boxes also available. Send for fact-filled Keystone 
catalog and complete price information. 


MANUFACTURERS REPRESENTATIVES: Still a few geod Keystone 


territories open to experienced men. Write today for complete details 


KEYSTONE MANUFACTURING COMPANY 


23328 SHERWOOD ROAD ° CENTER LINE (DETROIT), MICHIGAN 


tional conferences that will be jointly 
sponsored by the Refrigeration Equip 
ment Manufacturers Association and the 
Refrigeration Service Engineers Society 

In selecting St. Louis as the site of 
uur first 1950 conference, we feel that 
ve are making the exhibits and educa 
] 


tional meetings available to the largest 


ona 
number of service engineer contractors 
und wholesalers possible in an area not 
previously yvered,” said F. G. Coggin 
Detroit Lubricator C hairman of 
REMA’s RSES Educational Conference 
d Relations Committee 
Other members of this committee are 
FE. Graff, Ranco, Inc., vice chairman; 
Stafford, Standard Refrigeration 
( und H. T. Jarvis, Refrigeration En 
gineering, Ine 
H. Spence, Hussmann Refrigera 
vill head up the St. Louis ac 
frigeration Service En 
it has heen announced 


Harris, president of RSES 


Chicago Wholesaler 
Speeds Up Service 


CHICAGO The Electric Suppls 
electrical wholesaling firm of this 
recently speeded up its service with 
cquisition of a new easy-to-remem 
lephone numbet In addition, the 
ymmunications facilities now in 

ming trunk lines, 10 addi 

lirect outgoing trunks, and the 

1,} 


sition switt woards 


Three Apprenticeship 

Conferences Announced 
WASHINGTON The Bureau of Ap 
né hit | S. Department of 


| 


need that the three 
terstate apprenticeship con 
be held in May and June 
1 n States \pprenticeship 
Conference, to be held in Electri 
ans Hall, Miami, Fla., May 3-5 
Western States Apprenti eship Con 
ference, to be held in the Seaside 
Hotel, Seaside, Ore., May 22-25 
States Apprenticeship Cor 
t 1 the Poland 


and Springs 


iM eld 


il 
Poli 


years, the objective ot 

rences will be to review and 

romote apprenticeship activities in the 

ling, printing, service and mis 

trades throughout the states 
was announced 

€ nierences will be rep 

f employers and labor ; voca 

ederal, state and local 

the U. S. Labor 

t Apprenticeshi 

ip agencies civit 


rned with appren 
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ONE GOOD SALE LEADS TO 
ANOTHER WHEN YOU HANDLE 


KEYSTONE 


WIRING INSTALLATION EQUIPMENT 


WALTER A. HUBER has been ap- 
pointed general sales manager of the 
Wire Rope Division of John A. Roeb- 
ling’s Sons Co., according to a recent 


announcement by Charles R. Tyson, 8g 
president, who stated that the appoint- KEYSTONE WIREWAYS s 


Flanged with hinged cower, Avaitable 
ment is part of a plan to decentralize in 4° x 4° and 6" x 6" sizen, Stondend 
the firm's various divisions. Mr. Hu- lengths up to 5’. Flangeless with 


ber will coordinate administrative screwcover also available 
and production work with merchandis- 

ing schedules and customer require- 

ments 





Slater Appoints Olson 
Assistant To President 


VOODSIDI N 


aun KEYSTONE UNIVERSAL DROP 
KEYSTONE 90° ELBOW AND KEYSTONE JUNCTION 80x HANGER 


PULL B For suspendin ring t 

; ; 3 os May be used hed place of more ex pba ane. 8 : 
Smoothflow’ insid@ fadius te pensive T's, L's and Crosses in furnished. Sizes 4° x 4 
facilitate drawing wire through, addition to customary junction box pa r . 
Sizes: 4" x 4” and 6° £6, application. Sizes: 4” x 4"; 6" « 6” 


Also announced by lectr Ni 4 


ntment ( 
t 4 3 : . 
ih : KEYSTONE 
; Al | : BAR HANGER-BOX ASSEMBLIES 
. , , Shallow and deep bar hange 
| 7 ss ies standard of special length Ave 
able separately or with BX or F ‘ 
outlet Doxes assemble 


assistant 


1 
rmerl 


. e ss 
BullDog Eastern Division KEYSTONE OUTLET BOXES 
Tt ; = 4° octagon boxes made of 14 gauge stee 
Makes New Assignments with 4" of combination Y%y" and % 
‘ ‘ , ; es f knockouts, or BX of Romex clamps with 
NEW YORK—A moer OL pers nested fit for quick and easy pulling of 
nel changes and new | ssignmet wires to reduce installation costs 
1; 


WIREWAY REDUCING BUSHING 
Provides quick, convement mear 
effecting reduction from 6° « € 
4° x 4" WireWays with ' 
appearance or efficiency 
for the easter: i 
Electric Products ‘ I mMnounced 2% BOOTH No. 181 —Look in on Kevstone at the 
recently by H. H. Ber I ter ! . 4 , Annual Convention, Atlantic City, June 
sion manager &. eee There you'll get complete first-hand information 

M. L. Martin s been as t asx: <a on the profitable, fast-moving Keystone line of 
BullDog's Jaltimor fice rating ‘ ; wiring installation equipment. A wide range of 
under J. T. Kelly, Philadelphia district ’ . standard items stocked for immediate deliver 
manager. J. A. McHugh i yw COV special equipment quickly made to your exact speci 
ing Westchester County, operating under 4 fications. Remember, it's Booth 181. Or, if you're 
L. H. Hopper, New York ma unable to attend, write today for the fact-filled 
ager Keystone Catalog 

Formerly located in Binghamtor 

r. Ryan is now covering the territor KEYSTONE MANUFACTURING COMPANY 

Syracuse for BullDog Elect 23328 SHERWOOD AVE . CENTER LINE (DETROIT), MICHIGAN 


has beet 
engineer 


s also learned 


of BullDog’s 
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FOR MODERN WIRING SYSTEMS 


JEFFERSON 


Dry Type 


No special 
vaults are required 
Each 


with roomy wiring compartment 


transformer is complete 


having knockouts for 


flexible 


rigid or 
conduit connections 
Approved by Underwriters’ Labo- 


ratories, Inc 


Power Circuit 


TRANSFORMERS 


In new plants, present practice calls for 
distributing power at higher voltages 

160 or 575 volts—and providing for the 
lower voltage circuits for lighting and 
operation of portable equipment by 
means of compact dry type transformers 
Thousands of Jefferson Transformers 
have been installed for such purposes. 


For motor driven machinery where 


low voltages are required for control, 
Power Circuit 
the 


relays, etc. Jefferson 


Iransformers are often mounted on 


machine itself, 


The cost of this method of distribu- 


tion is reduced—by savings in copper, 
conduit and fittings. Further economy is 
realized as all power is bought through 
and one meter 


one entry 


STOCK SIZES: 
30 Volt Pri 
7S Volt Pri 


10 VLA. to 15000 V.A 
230/115 Volt Sec. 
115 Volt Sec. 


160 


30 


JEFFERSON ELECTRIC COMPANY 
Bellwood, Illinois 
In Canada: Canadian Jefferson Electric Co., ltd., 
384 Pape Ave., Toronto, Ont 


7 ae 
i) 


w 


Write today 
for Bulletin 
501-15 


Dry Type 
TRANSFORMERS 


~ . . co ° 7 
1950 Fan Specifications 

ing of The Air Equipment 

vas inadvertently 

ruary issue of ELE 

which featured tl 


tilating Equipment 


Ventilating 


EX Ex 


List 
Price 
$ 66.00 
3 80.00 
1 85.00 
2 95.00 
! 
! 
| 
| 
! 
! 
| 
! 


Size of No. of No. of 
Type Blades Blades Speeds 
wy 18 3 3 
wv 20 
wy 24 
wv 24 
AV-EX 30 
AV-EX 
AV-EX 
AV-EX 
AV-EX 
AV-EX 
AV-EX 
AV-EX 


Cat. No 
Ki8PW-3 
K20PW-3 
K24W.-1! 
K24W-2 
N30-2 
N36-2 
N42-1 
N48-1 
N24-V1 
N30-Vi 
N36-Vi 
N42-V1 


99.50 
106.50 
126.00 
186.00 
116.00 
136.00 
146.00 
156.00 


>arr rb e he eaw 


E.E.W.A. Activities 
On Atlantic Coast 


YOR | 


THE COMPLETE 
LINE for the TRADE 


100% AMERICAN MADE 


UNDERWRITERS APPROVED 


BUY FROM YOUR 
JOBBER AND ASK 
FOR “POLLY” 


Catalog 
and Prices 
on Request 


wee [ites 


WE CATER TO THE WHOLESALER 


LEO POLLOCK CO. 
Mfrs. 
NEW YORK 13 
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1950 


Hat's O 
to New Profits! 


POST-LITES, the outdoor fluor 
escents, are today the biggest 
new business opportunity in the 
electrical industry 

. + . 
Complete line. For lighting 
every type of business that op 
erates after dark 

. . . 
Underwriters Laboratories’ le 
be! of approval on every fix 
ture 

ee 
Perfected and Guaranteed by 
a 39-year old company 

. . . 
Now in volume production and 
priced right for popular sale 

“ee 


Write for Catalog 


W. H. LONG COMPANY 
108 W. Illinois St 
Chicago 10, iI! 
Established 1911 


ELECTRICAL WHOLESALING 


ACCURATE 


FRICTION AND RUBBER 


READY NOW! 


ACCURATE 
CATALOG 


MATERIALS 


ing demand for Accurate Tapes. Only finest 


A major factor in the expand 


grade cotton sheeting, purest live rubber are 
used in their manufacture. Result perma 
nent pliability, extra stretch, maximum cohe 
sion all important teyclean, fast, economical 


taping 


WORK MANSHIP Accurate Friction Tapes 
are super-calendered for complete impregna 
tion of the base cloth. Careful slitting prevent 
tape from raveling when used. Accurate Rub 
ber Tapes are specially compounded with un 
taken t 


elasticity and fusing characterist 


usual precautions maintain caliper, 


QUALITY CONTROL 


must fully meet fourteen exacting quality con 


Every production run 


trol checks. These tests guarantee the quality 
of every roll shipped are the big reasons 
why Accurate tapes have increased in popu ACCURATE 
MFG. COMPANY 
Se , 


2 


larity every year 30 years 


iF IT'S TAPE IT WILL PAY YOU TO MAKE SURE 








FULLMAN 


atwohbhe 


PRODUCTS 


Dependable—Easy To Install 


There are no excess screws, wires or complicated parts in “Latrobe” 
Floor Boxes and Wiring Specialties. Their design and mechanism 
is simple, sure and compact. 


That is why “Latrobe” Products are so quick and easy to install— 


& 


No. 110 “Latrobe” 
Watertight Floor Box 


so efficient in service. 


No. 252-R Two Gang 
Adjustable Floor Box 
This Ne. 252-R Two Gang Box is adjust 
able and has our No. 208 Receptacie in 


one section. One Cover Pilate has '4” Flush 


Brass Plug. other has 2” Flush Brass Plug The neat compact design of the No. i106 


Box quickens installation time and makes 
for smooth. trouble-free service. 208 Re 
ceptacte. Cover Pilate is 3/2" diam 


—_ 


“Bull Dog” BX 
Cable Staples 


Millions of these high quality staples are 
giving dependable service in all parts of 
No. 280 Noxzie the U. 8. Packed in cartons, kegs, or bar 
rels 
No. 200 Cover Plate 


10 Amp. 250 volt Receptacle in Grass 
Housing, mounted on '," brass pipe exten 1050 Cable Staple 


sion 3° long. Longer extension if desired 
for ROMEX and Non-Metallic 
Covered Cable 


Here is a brand new cable staple designed 
especially for use with Romex and ail 
non-metallic covered cable t',” long by 
9 16" wid 


Neo. 470 “Bull Dog” 


Pipe or Conduit Hanger Keystone Fish Wire 


Sturdy and dependable for hanging pipe or Finest grade flat steel wire in ten sizes 
conduit a”, “a” and i” te steel beams up ranging from lightest work up te heaviest 
thiek. Larger sizes for larger pipe power wiring. 100, 150 and 200 foot coils 


FULLMAN MANUFACTURING CO. 
LATROBE . . . PENNSYLVANIA 





Atlanta 


The Only 
PROTECTED 
SWITCH 


ANO 


WALL 
PLATES 


CHROME 
PLATED 
© 


BRASS 


ivory 
WRINKLED 


Write fer 
CATALOG 


a 
PRICE LIST 


HONER MFG. CO. 
GREEN ST CHICAGO 7, ILL 
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Cxdtia Cary Ihreading 


OF SHORT NIPPLES 





.. «This ReitzaiD nipple chuck 
sure cuts the monkey-business 
out of threading short nipples.” 





New Eel EZ 1D Nipple Chuck 
fits any threading machine, 
power drive or vise 


@ And it’s extra easy to sell the typical rttmrm worksaver 
advantages in this new nipple chuck that speeds every short 
nipple threading job! Fits any threading machine, power 
drive or vise — no special tools, parts or adjustments. Stop 
plug integral part of nipple chuck —no adjusting or changing. 
Threaded nipple released instantly by turn of nipple chuck 
Pipe adaptors for 44" to 1", chuck takes 2” pipe. For easy, 
profitable sales, feature this new ritmip nipple chuck. 


for any set 


4 Free Patented Carrier 
‘ 


y OKONITE 
f THRO JGH 


>NIZEO WH ESALER 


Cs ft! Z 
Thi ft Kitt by HaMle.. 


eather ond Dragan 
Ertie® ond rupees eee. an THE RIDGE TOOL CO. * ELYRIA, OHIO 
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siting the various 
The net results 
most enlighten 
thought on lea‘ 

1 Philade Ipl ia and 


oo tar removed 


Cords and Cables 
with the 


_ 60% Neoprene Jacket 


Positive 3 Way Protection 


* a jacket that contains 60% by 
weight of new Neoprene 
© certification of the Neoprene 
content by a registered, pro- 
fessional engineer 
* cords and cobles that are 
branded “Certified” 

“3 way protection” gives you 3 impressive selling 
points. Now — with the word “Certified” imprinted 
in the jacket — a customer can tell jacket contents 
at a glance. And the buyer who learns to depend 
on you to deliver superior products becomes a 


steady customer. Build sales with the wire that’s 
CERTIFIED! 


WESTERN INSULATED WIRE CO. 


1001 EAST 62ND ST. * LOS ANGELES 1, CALIFORNIA 


“EASY TO FISH” 


PIN TYPE 
Sockets offer the most 
convenient and economical 
means of obtaining outdoor 
or indoor temorary lighting, since the 
tedious stripping, soldering and taping oper- 


ations are eliminated. No. 43308 & 43318 
Standard 


In street decoration, construction lighting, 
carnivals, roadside stands, etc., their ease of 
installation and convenient flexibility is 


unsurpassed. 


Insist on UNION’S PIN 
TYPE SOCKETS —the 
FIRST and the 
BEST. 
No. 44408 


Intermediate 4 . \ 
YL, 
s 


~ a 





ATLANTIC CONDUIT 
UNION INSULATING CO. FITTINGS CO. 


PARKERSBURG, WEST VIRGINIA BOSTON, MASS. 
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OBITUARIES 


Walter E. Poor , M A ay) go al 
Walter E. Poor, 64, chairman of tl 

board of Sylvania Electric Products EAVY D TY 

Inc., died April 4 at St. Lukes Hospital 


n New York City 
A native of Salem, Mass, Mr. Poor \ RENEWABLE TYPE FUSE 


a grad ate d lron \lassacl us 
tute of Technology in 1908 


WITH 
HEAVY 
BRIDGES 
OF 
BRASS 


Walter E. Poor 


gt of electrical 
period spent 
Railway he yomned 
n the manufacture o lectric lamps 
Danvers, Mass 

\s electrical engineer for the Hygrade 
Lamp », predecessor of Sylvania Elec 

Mr Poor took ver ft 


Sea, 


DESIGNED TO WITHSTAND TEMPORARY 


Approved by Under 


verctmnersaetcinie || EXTRA HEAVY OVERLOADS “2"%3<~<* 


newlyweds with their electrical appliances, . ‘ow — 
if the cord sets are CORNISH... (eer 
1|@ QD ant 





pein ggg ny wat Ae Cool .. Truly Aligned . . Maximum Use of SS = : ll 


eeememess > Brass... Adding up to Lower Power I eni0o8t—— 
OF THICK a 
Waste Than Ever Before! And Here’s How! -— - 








This new heavy duty fuse incorporates many time- 

tested Monarch features. The newest, thick 

CORDS CORD SETS brass bridges widely separating the terminals 

and from the fiber bar and made with ventilating 

APPROVED BY UNDERWRITERS LABORATORIES holes allow maximum dissipation of any internal 
heat. 


Selected a; The Monarch method of locking these bridges POSITIVE 
‘ h, Lock 
by leading ’ securely to the terminals and fiber bar, together rs 
with Monarch’s positive lock construction and “s 
manufocturers . . . ps compressed tension washers, insures permanent _— 


why not by YOu \ true alignment. = 





. IMPROVED SERVICE PER DOLLAR INVESTED f 
A full line of Flexible Cords 


for the Repair and Service SPECIFY Manarch FOR 
industry, obtainable through 
Jobbers and Distributors pep SUPERIOR FUSErvice 


CORNISH WIRE COMPANY, xc BONARCH FUSE CO., LTO. 


15 Park Row lt oe 118 &. First Street Jamestown, N. Y. 
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DISTINCTIVE 


ft the 


CIRCLEAR 


and 


end 


Write for folder, prices 


CIRCLEARS for 
CLEARS of three 
retail stores, public 


ALL 


to 


homes and for 
to ten 


offices in one 
work into 
show windows, 
OUR FIXTURES ARE 
contend 
starting 
Tubes 


and two tube 
dramatic 
ete 
TRIGGER START 
is reduced 
light is on 

temporarily. 
We manufacture a full line of Auorescent and slimline fixtures 


fixtures; 
lighting effects 


CIR 


for 


tubes 
rooms, 


No starters 
delay in 
ipprove d 


with. Maintenance 
flicker. Switch on, the 
available at 25° iscount 


eo « 


'O a minimum 


All units 


No 
no 


are U1 


Sales representatives in- 
vited to write, stating 
qualifications and territo 
ries they could cover 


Gee St. Ann's Avenue 


17. 


APUD- 


New York 55, N. Y. 


product 
became 


ion of tungstel 
vice president 
of the firm 
e executive vice 
n 1943 was 
chairman 


nager 


wite, Mary 
Rus 
id two broth 

hairman ot 


] and 


vivania, 
ag 


eorgt 


years 


Clarence L 


McClure 











acon for 
1 wth line a 


TOUGH JOBS! 


HONEYWELL 
. OF AMERICA 


t 


Important 
news to 


WHOLESALERS 


HEXACON soldering irons 
are a profitable line for the 
distributor, dealer and user be- 
cause it represents one of the 
most complete lines available 
today. It is backed by famous 
throughout the world, 
and an aggressive hard-hitting 
sales promotion campaign 
telling the story to a 
quarter of a million key 
men in industry each 
— month att 


t 


HEXACON ELECTRIC co. 


LAY AVE. R 


users 


PARK E 


ELECTRICAI 


Hew THE ALL 


PURPOSE FLUORESCENT 
LAMP THAT GOES.” 


$1350 


™ aw Pheer ‘S weal wow! 


e 
a 


= = s- 


| 
** 


ART SPECIALTY COMPANY 
245 W. Lake 


St.. Chicago 24, HI 
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MTT LMC | ( “Who Says... 


REGULAR PHONES 


LOS ANGELES—!lans & 


t” industry. e freezer | can handle 








MAXIMUM 


Sure she’s mad! 
EFFICIENCY lof i And you'd be too if you were trying to 
A re 
achat handle pesky (to her!) intercom messages 
in addition to important outside calls 
Stop wasting her time and your money 
} iness portio f the evening starte Get real efficiency by installing a Couch 
> prompt at 8:00 p.m t \ sill Private Phone system free outside 
4 > | (unr mia dir tor extending lines replace regular phones used only 
S ‘ui g t t ! ' fol] ! f ~all . 
oe | ectings i prese¢ t ‘ or intercom calis reduce unnecessary 
.* b| V |, ) ' > 
ne reside! s lua € re 1 calls. 
llard 


| From 2 to 50 phones, 


Couch has the system 
QUIET i Pectrn right for your needs. 


bt 


ECONOMICAL COUCH AUTOPHONE SYSTEM 


ie PRFORMANCE. MAT 
©: & | ‘ingles < 


an SODERING dicling , 
BRAZING Sas eae tian, atin, cna 


operated switchboard ample, rugged 


WRITE FOR W E L D | N G inexpensive 
COMPLETE I = 
y 














_. 


i 
7 
By 5. HEEQUCH co., ine 
senate ‘ L. B. ALLEN CO., INC. . : ; 
. : " ee Ne. Quine 
2 0 y ee tor Home and Mice 





CIRCULATORS EI 
Sane ‘nes 6701 Bryn Mawr Ave Dept. 405 y 71, Mees 


Chicago 31, U.S.A Private Telephones 
Signaling 





BROOK 
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Modern Lighting 


for FARMS .. RURAL ELECTRIFICATION . . INDUSTRIAL PLANTS 


MANUFACTURERS 
of Lighting Equipment 


Seid only thre 
WHOLESALERS 


5200 5201 4 
WEATHERPROOF “ 
SOCKETS OvTDooR 


VAPORPROOF UNITY 


® The JACKSON 
; line of modern 
. lighting fixtures 
is @ good, re- 
liable line for 
the Whole- 
sealer 


























@let us send 
facts and liter- 
ature on the 
complete 


JACKSON 


JACKSON ELECTRICAL COMPANY 


900-910 W. VAN BUREN STREET 


CHICAGO 7, ILLINOIS 


“IF YOU WANT DEPENDABLE 
AUTOMATIC TIME SWITCHES 


NSS ON TORK CLOCKS” 


IDEAL FOR: 


Store Windows 
Outdoor Signs 
Heating and Air 
Conditioning Units 
Safety and 
Street Lights 
Electric Appliances 
Poultry Lights 
Aircraft Beacons 
Home Factory and 
School lighting 
tN 
OM 
Ni Y 
| 
| 
TORK 
CLOCK 
muy tease 


When you're selecting automatic time switches 
for indoor and outdoor uses, remember the 
nome “Tork” for all these advantages 


DEPENDABLE ACTION! Made with exacting care from finest materials, 


self-starting all-electric Tork Clocks perform with complete accuracy 


give yeors of steady, trouble-free service 


VERSATILE ACTION! Thanks to Tork’s many special devices, all standard 
mode can be adjusted to fit your specific needs. Our remarkable 
device — amazing ASTRONOMIC DIAL — allows for variations in time 
of sunrise, sunset. We'll gladly explain dozens of others that save 
extra time, trouble, expense 


EASY INSTALLATION! These compact, modern time switches install with 


remarkable speed and ease on walls, outlet boxes, ete. Special 


f case provided with outdoor models 


ECONOMICALLY PRICED AS LOW AS $9.50 LIST 


Write today for free bulletins with complete product and price details. 


TORK CLOCK CO., INC. ... 


ntinue until June 30th, and 
is being conducted through the coop 
erative efforts of electrical contractors, 
distributors, manufacturers of wiring 
supplies, the utility company, and the 


associatiotr 


PITTSBURGH-—With (¢ W Har 
tenfels, branch manager of General 
In as president 

d directors of the 

ve already launched 

er successtul year 
st, Ir.. Doubleday 
us been appointed 
ze committee for the 
Provost s commiuttec 
the direction ot 


L. R. Raphael 


who attended 
boree agreed 
vided excellent 
nd entertainment 
ttee has chose: 
or the 1950 

ne I7/tl 
Vestinghous« 
been named 
section, to 


West Penn 








1455 SPRING GARDEN AVE., 
PITTSBURGH 12, PA. 











A Real Opportunity .. . 


SALES MANAGER 
WANTED 


. with Volume Ideas! 
. with "Know-How"! 
.who wants More Money! 


for National Manufacturer of quality 
tested lighting equipment. Must have 
thorough knowledge of selling thru elec- 
trical wholesalers and to large industrials. 
Salary and profit-sharing plan will interest 
real producer 
Box 6330 
Electrical Wholesaling 

330 W. 42nd St., New York 18, N. Y. 
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Salesmen - - 


Cc 


WS) White Us 
Joday. for 
FREE 
SAMPLE! 


UG 


The Sherman 


““WEDGE 
GRIP”’ 


*U. S&S. Registered Trademark 


See for yourself why this highly popu- 
lar “Wedge-Grip” is preferred by 
thousands, for fixtures, junction boxes, 
entrance, outlet boxes, small 
and large motors, electric ranges, et¢ 
See the “V"-shaped corrugations and 
movable pressure plate that grips wires 
securely and permanently. Mail post 
card today for sample. It’s FREE, to 
all wholesalers’ salesmen 


service 


H. B. Sherman MFG. Co. 
Battle Creek, Michigan 


%o 


Pt ee 
> ‘® of “fo A 














e U-L approval 

o 1/3 cost of 
lighting 

@ 67% more light (actual test 

e visible at longer distances 

e shines thru fog and haze 

@ weatherproof construction 

@ casy to install and maintain 

@ hinged glass door for easy ac 
cessibility 

> © operates efficiently below zere 


incandescent 











service stations e used car lots 
outdoor theatres e night clubs 
tourist courts e« restaurants 
highways e« hotels ¢« stop-and 
socks @ department stores @ Grive 
ins @ commercial building er 
trances and many other installa 
tions 
Distributed only te 
wholesalers 
Write today on your letterhead 
for new catalog covering the most 
complete range of fluorescent units 
on the market 


recognized 








REPRESENTATIVES ww: 
choice territories still open. : 


May, 


MORE FACTS 
ON PRODUCTS 


Electric Heater—A new 
folder, which describes and illustrates 
the operation specifications 


pocket-size 
uses cost 
heater, ‘1s 

the Frank Adan 
Windsor 


et of an munproved 
available on 
Electric Co 


Louis 13, Mo 


request to 


O50 
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Color Television—A new booklet pub 

lished by the Radio Corporation 

America is entitled “Answers to Ques 

tions About Color Television.’ 

purpose f the booklet is t 
non-technical language the cl 

of the RCA system 


ractica 


ize i 
ut advantages 
them to 


relate prot 


of providing a regular service of colo 
television to the publi De 

Information Radio Corp 
America 30 Rockefeller Plaza 


York 20, N. ¥ 


partm 


J.1 Housing with 94 Lens 


Variety of Lens units available 


| ” — 
| <> <P> ~<a 


Fan Specifications—Bulletin 110 en 
titled Standards, Definitions 
i Test Codes for Centrifugal 
Propeller Fans ine 
ll informat 
tour separate 
ll as new tables o1 ize standart 
various types of fans and illustra 
tor of revised fan arrangement 
charge or 
Association of 


Available without 
the National 
Manutacturer 

Detroit 26, Micl 


request t 
Far 
id 


Inc., 2159 Guardian Bldg 


eee on) ELECTRICAL WHOLESALING 


Harmonic Ringing Assembly— In 

day and age, many factories are find 
it necessary to have a source ! if 
ly for experimental and producti 
esting—Circular 350-F¢ 
interesting 


P describes at 
machine that il ( 
frequencies such as 15 
180 cycles 
as six differer 
gineering Company) 


Mankato, Minr 


t ’ 
ete a 


Whe 


Mecntion  » ELECTRICAL WHOLESALING 


Meter 


ribes 


Sockets 
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Outdoor and Indoor Lanterns—Th:« 
ranch home collection i tdoor and 
ype of lanterns pictured ir 
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Lens No. 95 lens No. 84 lens Ne. 3! 


Appeal to Contractors 


% Eliminate additional Pull 
Boxes and Special Wire 


% Adjustable, No-Sag Bar Hang- 
ers Provide Easy Installation 


% Pull Box is ALWAYS accessible 
without dropping Housing 


Mebitects Eullders Owners 


w Wide Variety of Lens Units 
te Handsome, Well-Designed 
% Chrome, Copper, Brass Finishes 


it will pay you well to stock 
the complete MARCO Line 


Marco recessed lighting units are 
competitively priced yet quality 
built. Advanced enginecring bring 


your customers all important im 


provements first. A complete linc 
for residential or commercial instal 
lations. Factories on both coasts to 


serve you 


MARVIN 
MANUFACTURING CO. 


3071 East 12th Street - Los Angeles 23, Colif 
13-21 So. 6th Street - Nework, New Jersey 





Herizentol 
or vertical 
discharge at 
coiling level 


Built-in 
condvit box 


MODEL 2501 
Motor dis- 
connect plug 


Motor 
completely 
outside greasy 
oir stream 


Squirrel cage 
blowers 


Quiet oir inlet 
Easy to remove 


tools required 


Attractive 
1 





ONLY THE 
TRADE-WIND 
CLIPPER 
HAS ALL THESE 
ADVANTAGES 


For the best method of ventilating 
kitchens, bathrooms, loundries, dens or 
other small rooms specify and install the 
Trade-Wind Clipper. This proven ventilotor 
is the only small room unit that gives the 
home owner every worthwhile advantage 

Squirrel cage blowers, accepted and used 
in oir conditioning systems and for forced 
oir heeting, ore used exclusively in the 
Trade-Wind Clipper. This 
discharge, located at the ceiling, traps all 


forced air 


unwanted air and expels it instantly. Trade 
Wind also has located the motor completely 
outside the greasy air stream. The motor 
stays clean indefinitely —requires far less 
service — ond is guaranteed for 5 years. No 
other small room ventilator combines all 
In addition, 
Trade-Wind Clippers are easy to install — 
they ore competitively priced*—and they 
moke every new owner another sclesmon 
for the Trade-Wind line 


these outstonding advantages 


Get the complete story from your local 
supply source, or mail the coupon today 


*Importont price reduction hes just been 
made on Mode! 2501 


MAIL THE COUPON TODAY 


ony aa 


TRADE-WIND MOTORFANS, INC 
6721 S$. Main St, Los Angeles 37, Calif 

Please send me the complete story on the 
Trade-Wind Ceiling Ventilator 


Neme__ 


| 
| 
| 
| 
| 
| 
| 
| 
L 








Planned Lighting—A new concise 32 
page planned lighting guide, covering 
the latest concepts of Planned Light 
ing, the benefits to be gained and the 
methods to employ to put a planned 
lighting program into effect has been 
published by Benjamin Electric Mig 
Co., Des Plaines, Ill Entitled, “A 
Planning Guide to Improved Plant 
Lighting,” copies of the brochure are 
available without cost to industrial ex 
ecutives, plant operating personnel and 
all those concerned with industrial 
lighting. The guide covers the planned 
lighting subject from the management 
viewpoint, breaking the problem into 
three major parts Economics, Pro 
gram Development and Equipment 
Selection 


When writing ELECTRICAL WHOLESALING 


Power Circuit Transformers——-A handy 
ordering table is included in the new 
jefferson Electric Company folder 
C-15 on power circuit transformers 
fransformers from 50 to 15,000 VA 
capacity are conveniently catalogued 
\ typical wiring diagram showing the 
use of higher voltage circuits 1s 
included. Jefferson Electric Co 
Illinois 
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also 
Bell 


wood 





REPRESENTATIVES WANTED 


Manufacturer of Floodlight 
and Vapor Proof Fixtures re 
quire: active and sincere representation 


Progressive 
Asserblies 


Territories available 


Chicago; Charlotte—( Virginia 
Cleveland—(Northern Ohio 
Ohio, Kentucky 

Tennessee, Arkansas 

Northern Mississippi) ; Denver—( Mont., 

Wyo Colo.) Seattle—Portland (Wash 

Ore Omaha—(Ia., Neb.); Los Angeles— 

San Fran. (Calif., Ariz., N ; Missouri 

Minnesota; Georgia and Alabama 


Illinois, 
Carolinas) ; 
Cincinnati—( Southern 
Memphis—( Western 


RW-2454, Electrical Wholesaling 
330 W. 42nd St., New York 18, N. Y. 











REPRESENTATIVES 
wanted by 
MANUFACTURER OF 


® Pull Boxes 

® Cutout Boxes 

® Flush Cabinets 

® Special Cabinets 


Several territories available 
te aggressive sales organizations 


Address: Box 6168 
Electrical Wholesaling 


1510 Hanna Building Cleveland 15, Ohio 








ELECTRICAI 


| —~ UNIVERSAL 


CLAY PRODUCTS CO. 


1549 EAST FIRST ST. 
SANDUSKY, OHIO 
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ANCHOR YOUR 


ELECTRICAL 
FIXTURES 


the EASY WAY 
the BEST WAY 


yRave ARRO mann 


Anchoring and 
Fastening Devices 
* 


C=actrrrerrt 


FLEXO-FLUTE SPIN DRILLS 
Flexible spring cleans drill cut- 
tings out of hole automatically. 
No packing, makes faster, clean- 
er holes. Carboloy tipped. 


MACHINE SCREW ANCHORS 
Easy to install. Provide depend- 
able anchorage for fixtures in 
brick, concrete and other mason- 
ry. Work can be dismounted 
and reassembled easily. 


(a 


WING-TYPE TOGGLE BOLTS 


Unsurpassed for quick, secure 
anchorage in hollow construc- 
tion. Have endless uses in elec- 
trical installations. 


LITTLE MAJOR TURNBUCKLES 


Ideal for installing brace wires 
for electric signs, television an- 
tennae, etc. 


SOLD ONLY THROUGH JOBBERS 


ARRO EXPANSION BOLT CO. 
MARION, OHIO 


Pump Control Switches—Bulletin 550 
contains 8 pages of descriptive data and 
illustrations on pressure, float and vac 
uum type electric switches made by 
Square D Company, 6060 Revard St 
Detroit 11, Mich 


eeatan  ? ELECTRICAL WHOLESALING 


> 


Residential Lighting Fixtures—A 2 
page looseleaf booklet published by the 
Glasolier Co., 923 Penn Ave., Pitts 
burgh, Pa., presents the company’s line 
of home lighting fixtures 


when "'"'"9 ELECTRICAL WHOLESALING 


Switchboards—developed to meet the 
need for economical control of genera 
tion and distribution facilities of pub 
lic and private utilities, industries and 
institutions are described in a new 
eight-page bulletin (No. 18B6149A) re 
leased by this company. Units covered 
in the bulletin include duplex switch 
boards for convenient centralized con 
trol, benchboards for concentrated con 
trol of meters and relays, and rectifier 
control cubicles for rectifier auxiliary 
equipment Available upon request 
from Allis-Chalmers Mfg. Co., 940 S 
70th St., Milwaukee, Wis 
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WANTED 


SALES REPRESENTATIVES 
BALTIMORE 
NEW ORLEANS 
PITTSBURGH 
ST. LOUIS 
Technical item, now widely dis- 
tributed and aggressively adver- 
tised. Sold through electrical sup 
ply houses and “Big Three.” At 
tractive proposal 
Box 6488, Electrical Whelesaling 
330 West 42nd S$t., New York 18, N. Y. 











sales manager 


WANTED 


Manufacturer of quality instruments 
vith nationwide distribution wants 
sales manager to travel with repre 
sentatives, hold jobber salesmen meet 
ings, replace weak representatives, et: 
Line is aggressively advertised and 
promoted. Excellent salary and over 
All replies confidential, Write 
details as to education and pre 
ious experience 


Box 6492 Electrice! Wholeseling 
330 West 42nd St.. New York 18, N.Y 





| 








MORE sno MORE 
ARCHITECTS 


ARE SPECIFYING 


LIGHTING EQUIPMENT 
FOR 
CYMNASIUMS 


AND 


SWIMMING POOLS 


BECAUSE THE MULTI LINE IS 
COMPLETE AND THE QUALITY 
IS DEPENDABLE 





MORE sano MORE 
WHOLESALERS 


ARE GETTING COMPLETE 
DESCRIPTIONS OF THIS 
AND OTHER FIXTURES BY 
REQUESTING 


BULLETIN “S” 


HAVE YOU RECEIVED YOUR COPY? 


FOR SWIMMING POOLS 


THIS VAPORPROOF FIXTURE DOES 
THE PERFECT JOB OF GENERAL 
LIGHTING. 500 WATT LAMP IS 
THOROUGHLY ENCLOSED IN 
CLEAR, OPAL OR HEAT RESISTING 
GLOBE. 18" DIAM. REFLECTOR IS 
STEEL. PORCELAIN ENAMELED 
HOOD IS HEAVY CAST ALUMINUM 


Participating Member RLM Institute 


DISTRIBUTED THROUGH 
ELECTRICAL WHOLESALERS. 


MULTI 
ELECTRIC MFG., Inc. 


4223 W. LAKE ST. CHICAGO 
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PERMANENT! 
COLORFUL! 


Ease! for 
Standing 


Sets up in 
Only 12° 


Individually pisure os — 


ends for quick 
identification — plus 
‘Can‘t-Lose” Screw Grips 
Vew Push Button Profit Deal. Ten 
best-selling styles seen at a glance 
Introductory wk of 
sorted boxed units pa ked with dis 
play. Complete as 


Push twe 


boxed! 


working 15 as 


sortment, 25 piece 
lisplays one for windows 
for counters and doub profits 


one 


Get all the details teday! 
Write for catalog sheets and samples 


KEM QUALITY 
FAMOUS 
Since 1826 


MANUFACTURING 
CORPORATION ® NEW YORK 61 


Manufacturers of KEIL Electrical Specialties 
and Mail Boxes 


ADVERTISERS’ INDEX 


Accurate Mfg. Co. 109 
Acme Electric Corp. 7 
Adam Electric Co., Frank 6 
Advertising Council, Inc. 66 
Allen Co., Inc., L. B. ..... 115 
All-Steel Equipment, Inc. 64 
Aluminum Co. of America 30 
Amplex Corp. 95 
Anaconda Wire & Cable Co. i, 
Appleton Electric Co. =. 
Arro Expansion Bolt Co. 119 
Arrow-Hart & Hegeman Electric 
Co., The 100, 101 
Art Specialty Co. 114 
Atlantic Conduit Fittings Co. 112 
Austin Co., The M. B. 88 
Auth Electric Co., Ine. 24 


Blackburn Prod. Corp., Jasper 37 
Blackhawk Industries 102, 103 
Briegel Method Tool Co. 34 
BullDog Electric Prod. Co. 21 


Bussmann Mfg. Co. Back Cover 


Certified Ballast Mfrs. 18 
Chase-Shawmut Co., The. . 35 
‘irculators & Devices Mfg. Corp. 115 
‘ompeo Corp. ‘ wee W 
‘onduit Nipple Mfg. Co., Div. of 
Pittsburgh Nipple Works, Ine. 116 
‘onduit Pipe Products Co. . 13 
ornish Wire Co. .. ; . 113 
‘ouch Co., Ine., S. H. 115 
‘rescent Ins. Wire & Cable Co. 2: 
ummins Portable Tools Div. of 
Cummins Machines Corp. 
utler-Hammer, Inc. 


Fuse & Mfg. Co. 


Economy 


Federal Electric Prod. Co. 
Fullman Mfg. Co 


General Electric Co. (Apparatus 
Dept.) 27, 42 
General Electric Co. (Lamp Dept.) 12 
General Switch Corp. 14 
Great Northern Mfg. Corp. 117 
Guth Co., The Edwin F. 105 


Hazard Ins. Wire Works Div. .15, 111 
Heinemann Electric Co. 105 
Hexacon Electric Co 114 
Honer Mfg. Co. 110 


Ideal Industries, Inc. 


Iiseo Copper Tube & Prod., 


Jackson Electrical Co. 116 
Jefferson Electric Co. 108 


Keystone Mfg. Co 106, 107 
Kirlin Co., The 11 


Leader Electric Co. Second Cover 
Liberty Bell Mfg. Co. . 99 
Lint, Clyde W. coe oe 
Long Co., W. H. 109 


Marvin Mfg. Co. .. 117 
Midwest Electric Mfg. Co. . 62 
Minneapolis-Honey well 48, 49 
Mitchell Mfg. Co. 19 
Monarch Fuse Co., Ltd. 113 
Multi Electrical Mfg. Co. . 119 


Murray Mfg. Corp. 36 


National Electric Prod. Corp. 
NuTone, Ine. 


Okonite Co. 


Packard Formsteel Corp. 

Paine Company, The 

Peerless Electric Co., The oa ae 

Penn-Union Electric Corp. ; 31 

Plymouth Rubber Co., Inc. ; 
Third Cover 

Pollock Co., Leo 108 

Pyle-National Co., The 50 

Pyramid Instrument Corp 25 

Rapid-Lite Fixture Corp. . 

Remington Rand 

Ridge Tool Co., The 

Rittenhouse Co., Inc., The 

RLM Standards Institute, Inc. 

Roebling’s Sons Co., John A. . .52, 

Rome Cable Corp. 

Royal Electric Co., Inc 


Sangamo Electric Co. 

Sherman Mfg. Co., H. B. .. 

Slater Electric & Mfg. Co., 

Spang-Chalfant (Div. of The Na- 
tional Supply Co.) 

Square D Company 

Sylvania Electric Prod., Inc. 


Thomas & Betts Co., The 

ork Clock Co., Ine. 

lrade-Wind Motorfans, Inc. 
Triangle Conduit & Cable Co., Ine. 
Trine Mfg. Corp. 

Trumbull Electric Mfg. Co. 


Union Insulating Co. 
United States Rubber Co. 20, 
Prod. Co., The 


Universal Clay 


Weaver Co., J. A. 
Western Insulated Wire Co 
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TAPE 
PLYMOUTH RUBBER COMPANY, Inc 


CANTON, MASS 


DISTRIBUTED ONLY THROUGH RECOGNIZED WHOLESALERS 





Ideas that will help you sell 


Probably every salesman has at times felt he 
needed new ideas or angles to close a sale. He 
realized he didn’t have enough of the right kind 
of information at hand to properly handle the sales 
interview. 

Should this ever happen to you in regard to Fuse- 
tron dual-element fuses, there are two ways in 
which you can get real help. 

First, there is the BUSS Fuseman in your terri- 
tory. He is always glad to pitch in and help you 
close a hard-to-make sale. Then, too, he is always 
being fed new information from the factory that he 
can pass along to you. By all means call on him 
when you want information about FUSETRON or 
BUSS fuses. 


When you need quick action 


Sometimes you haven't time to wait for the BUSS 
Fuseman. Then simply turn to the Bulletin on 


Fusetron fuses that you carry in your binder. 


This bulletin is more than a price sheet. It shows 
how Fusetron fuses are made—and it does a lot more 
it SHOWS THE BENEFITS THE USER GETS 
by replacing ordinary fuses with Fusetron fuses. 
It is a briefed up sales presentation. It answers 
the kind of questions that come up in a sales in- 
terview. It tells of the many kinds of protection 
that Fusetron fuses give—many of which were not 


heretofore available. 


Whenever the question of electrical protection 
comes up, remember this bulletin. In most cases it 
will give you all the material you need to make a 
sale. Even dimensions and other such ordering infor- 


mation are included in this complete sales bulletin. 


Maybe you had better check vour binder now. 
See that your copy of the Fusetron bulletin is in 
good condition. If you need a new copy, see the 
BUSS Fuseman or ask your Sales Manager. Don’t 
take a chance on losing a sale because you haven't 


the latest information with you. 


Bussmann Mfg. Co., St. Lovis, Mo., Division McGraw Electric Company 


Sell Fusetron fuses for installation... 
throughout the entire electrical system 





